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PREFACE. 



It can hardly be imagined that auy one in the present 
day can be indifferent to the subject of Steam Power ^ 
especially in its application to locomotion, A difficulty, 
however, occurs to many persons desirous of becoming 
acquainted with the principles of this discovery, from the 
intricate calculations, frequently of a mathematical and 
algebraical character, which are found in the more com. 
prehensive treatises on the Steam Engine, It occurred 
to the author of the present work that, without entering 
into the details of abstract research, the general applica- 
tion of chemical and mechanical science to the operations 
of steam power, might be explained in a manner suf. 
^ciently popular to give the reader an immediate interest 
in the subject, and. to stimulate him to pursue the inquiry 
by the perusal of more elaborate and systematic works. 
How far he has succeeded in his object must be left to 
the reader to determine. 

In following out the plan, above indicated, it appeared 
desirable to proceed at once in medias res^ and to illus- 
trate each principle of science by direct reference to its 
bearing upon the machinery and operation of the steain 
engine. A hhott preliminary chapter is given, explana- 
tory of some of the immutable properties and laws to 
which matter is subjected. The doctrine of what is 



termed Latent Heat, the influence of Atmospheric Prea- 
«uTe, the Elastic Force of Sleam, the Principles of the 
Condens&^on of Steam and of the consequent production 
o( a Vacuum, together with the application of these 
agencies in developing Mechanical Force, as a moring 
power, are briefly sketched. The reader who is already 
acquainled wilh these principles, miy pass over this 
preliminary matter, and refer to it as occasion may 
ret] u ire. 

In the second chapter, the Rise and Progress of Dis- 
covery, together with the early Applications, of Steam 
Power, are traced up to the era of Smeaton, in 1 772. The 
ingenious toys of Hero, the wheels and pestles of Branca, 
and other contrivances invented at this early period, 
will afford amusement to the searcher after antiquarian 
curiosities. Mechanical apparatus in the form of wings, 
and of chariots, for excursions to the moon; machines 
for the continual utterance of "sweet sounds" hy means 
of mills and of fire ; engines for the different objects of 
rocking cradles and of turning spits ; instruments for 
liffecting perpetual motion ; — these, and numerous other 
tortkirings of ingenuity mark this characteristic period in 
ihe nnnals of science and art. But in the profounder 
rencarches of Lord Worcester and Sir Samuel Morland, 
and ill the extension and development of chemical and 
mecliunictti science by Papin, Savery, and Newcomen, 
wu are ennbied to trace all the rudiments of a perfect 
engine, requiring only the talismanic touch of a master 
spirit to arrange the disjecta memi/ra, and to produce 
at once symmetrical organuiation and harmonious action. 
TrodgolH well observes, — " Our imperfection consists 
f • not being able to foresee all the circiim- 

havo an influence on the effects of causes; 

.011 Eis we proceed in knowledge, we also 
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acquire greater powers of perception : that which was at 
first difficult becomes easy, and the mind is often roused 
by the bright gleam of truth, breaking as it were acci- 
dentally upon a mass of obscure ideas, and rendering the 
true solution of the difficulty at once obvious; and, as 
my gift«d countryman Emerson has remarked, *the 
labour and fatigue of seeking after it instantly vanishes.* " 
The third vaidjburth chapters are devoted to the 
Era of Watt, The boyish fabricator of * candle-bombs/ 
the cutler and whitesmith, the maker of compass legs, 
the repairer of fiddles and fishing tackle, the tuner of 
spinets, the retailer of nick-nacks of various kinds, the 
spectacle-maker, yclept optician, who "jobbed on his 
own account'* at Greenock and at Glasgow; — this man, 
with acquirements not beyond the limited knowledge 
necessary for the business of a surveyor, indolent from 
weak health, procrastinating from an active but desultory 
imagination, possessed of little curiosity even on subjects 
which might have been considered vitally essential to his 
interests, absolutely insensible to fame and undisturbed 
by mercantile ambition, yet, with all this, of a fertile and 
exquisite invention (Stewart) — this man BtUl lives as the 
Inventor of the modem Steam Engine. In his hands the 
cttmospheric engine of Newcomen inunediately became a 
steam engine: "from the first," he observed, "I in- 
tended to operate with steam instead of the atmosphere, 
and my apparatus was so constructed." The labours of 
Watt were successfully devoted to the completion of the 
Single, and the Double Acting Steam Engine, the latter 
of which is at the present day employed, with certain 
modifications, for the purposes of Steam Navigation. 
The details of the machinery composing these engines 
are illustrated separately, and in their combined capacity, 
A concise, but sufficient, description is given of the 



essential parts of the engines, viz. of the boiler, the 
cylinder, the condenser, and the air-pump, and of their 
relations to each other ; of the modes of equalising t)ie 
action of the engines, as by counter weights, by fly- 
wheels ; of the methods of regulating the porver of the 
engines, as hy valves, by governors; of the nature and 
operation of crank motions; of the mechanical combina* 
tion for producing the parallel motion ; and of other 
particulars. 

In the^^//i chapter, the mode of employing steam by 
expansion is explained. The economical application of 
this principle is pointed out, with reference to its intro- 
duction by Watt, and to its adaptation by Homblower 
and Woolf to certain modifications of the machinery of 
engines. This chapter concludes with a description and 
aiustration of the ingenious engine of Cartwright. 

In the sixth and seventh chapters, the various parts 
of the modem steam engine are considered separately, 
preparatory to the consideration of them in their com- 
bined condition, and in their relations to each other, in 
Bubisequent chapters. Some preliminary remarks are 
made on the laws of combustion, on the effect ot fuel in 
producing steam, and on the modes of measuring the 
pressure, or tension, of steam. These chapters are then 
devoted to the consideration of the construction and pro- 
portion of the several parts of the steam engine, as of the 
safety apparatus; of the boilers, with the precautions 
necessary for their safety and effect; of self-regulating 
furnaces; of cylinders and pistons ; of valves, with refer- 
ence to their form and mode of action; of the mechanism 
by which the valves are worked; and of the apparatus 
for indicating the pressure of the steam in the boiler. 
Appropriate illustrations are given of all these parts in 
their separate capacities. 
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In the eighth chapter , some remarks are made on the 
meehamcal power of steam. Under this head, the 
several methods of developing power from steam an^ 
noticed, with reference to the machinery described in the 
preceding chiqpters. The relations existing between the 
pressure, temperature, and density, of steam, and the 
application of these laws to the experiments and theory of 
M. de Pambour, are pointed out. The chapter concludes 
with some observations on the duty^ and iht power ^ of 
steam engines. 

The ninth chapter is devoted to a succinct account of 
Locomotive Engines on Railways, The subject com- 
prises the early history of the invention, with the inge- 
nious but abortive contrivances for locomotion, by which 
that period was characterized ; and the recent history of 
locomotive eng^es on railways, dating from the time of the 
** Liverpool Experiments," and extending to the newest 
improvements of the present day. The subject is illus- 
trated by an elevation and sectional views of a modem 
engine. Some remarks are added on the construction of 
railroads^ the resistance produced by friction, and the 
effect of gradients. The chapter concludes with a few ex- 
tracts from the Parliamentary Report on Gurney's Steam 
Engine, as adapted for common roads. 

The tenth chapter is devoted to the subject of Steam 
Navigation, Its early history is briefly traced. The 
differences which occur in the machinery and modes of 
action of the land and of the marine engine, and the 
relations which subsist between the several parts of the 
latter, are described and illustrated, A comparison has 
been drawn between the common injection engines, and 
those fitted up with Mr. Samuel Hall's patent condenser; 
and some facts are added from Parliamentary Reports 
with reference to the performance of vessels furnished 
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with the two kinds of condenser. The Tarious forms of 
paddle wheel which have been successively introduced, 
afford an interesting proof of the efforts which have been 
made to obviate the difficulties of propulsion in a liquid 
medium. The combined machinery, and its mode of 
operation, are illustrated by a complete view of a marine 
engine, accompanied with appropriate descriptions. Some 
observations are added on the mode of propulsion by 
means of the Archimedean Screw^ and on the performs 
ance of some vessels fitted up with this machinery. The 
best proportion of power to tonnagey required for the 
useful effect of steam vessels, is a subject of considerable 
interest, with reference to the extension of steam naviga- 
tion to remote parts. The chapter closes with some 
remarks on steam navigation in America. 

To expatiate on the importance of the subject of steam 
power, in reference to its influence on the relations of 
society, would be superfluous. To '^ annihilate both time 
and space" — the object of the poetic visionary — may, in 
a restricted and sober sense, be already reckoned among 
its exploits; its capabilities are boundless; its results 
incalculable. 



2, Sussex PlacCf Regenfs Parky 
February y 1842. 
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CHAPTER I. 

PRELIMINABT OBSERVATIONS ON HEAT AND STEAM. 

1. General Effects of Heat upon Bodies, — One of the 
most general and obvious effects of Heat, is expansion : all 
bodies when heated expand, or increase in bulk, and on 
cooling they contract, or return to their original dimensions. 
Solid bodies expand much less than those which are liquid 
or gaseous, and are consequently not employed as a moving 
power for the purpose of transport. Liquid bodies present 
several phenomena on the application of heat, of sufficient 
importance to qualify them for locomotive purposes ; the 
expansion of water, for instance, is forty -five times greater 
than that of iron. Gaseous bodies expand much more by 
heat than liquids, their particles being in less intimate union, 
and less under the influence of cohesive attraction ; the ex- 
pansion of air, for instance, is eight times greater than that 
of water. Bodies which undergo expansion by heat, un- 
dergo also an increase of temperature ; and as these two 
effects are always simultaneous, the one has been adopted as 
a measure of the other. Upon this principle is constructed 
the common thermometer, which is merely an instrument for 
measuring degrees of temperature by their effect in the ex- 
pansion of some liquid body. It consists of a glass tube with 
a bore of very small and regular calibre, having a bulb blown 
on its extremity ; the bulb and part of the tube are filled 
with mercury, this metal being the most uniform in its ex- 
pansion at all temperatures. By boiling the mercury, the 
air is expelled from the rest of the tube, the extremity of 
^hich is then hermetically sealed. A scale marked with 
degrees is attached to the tube, and the variations of tern- 
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perature are indicated by the expansion or ascent, by the 
contraction or descent, of the mercury ; and these can be 
ascertained by simple inspection of the scale. Of the de- 
grees of the scale, there are two which, under c^tain cir- 
cumstances, always present the same phenomena ; these are 
the freezing and boiling points of water, all the intermediate 
degrees being arbitrary divisions of the space between these 
two fixed and unchangeable points. In Fahrenheit 8 ther- 
mometer, which is employed in this country, the interme- 
diate space between the freezing and boiling points of water 
is divided into 180 parts or degrees, the fi'eezing being 
marked 32^, and the boiling 212°. This scale was adopted 
from an erroneous idea that 32 of these degrees below the 
freezing point of water, which is therefore marked on this 
scale, indicated the zero, or greatest degree of cold. On 
discovery of the error, a series of descending degrees was 
added below the zero point, having the sign — , or minus, 
prefixed to them. The Centigrade thermometer was con- 
structed by Celsius, and is employed in France ; it consists 




SOUBCES OF STEAM POWER. 3 

in an arrangement of the scale, in which the freezing point 
is marked 0, or zero, and the boiling point lOO**. In Reau- 
mur'' 8 thermometer, which is employed in the north of Ger- 
many, the freezing point is marked 0, or zerOy and the boil- 
ing point 80**. The degrees are continued of the same size 
below and above these points, those below being reckoned 
negative. A figure is added in the preceding page, showing 
the correspondence of the three thermometers with each other. 
These different modes of graduation are easily convertible: 
the Centigrade scale is easily reduced to that of Fahrenheit 
by multiplying by 9, and dividing by 5 ; that of Reaumur 
to that of Fahrenheit by dividing by 4 instead of 5 ; or that 
of Fahrenheit to either of the others, by reversing the pro- 
cess. Thus: — 

Cent. 100« X 9 = 900-7-5 = 180+ 82 = 212«Fahr. 
Reaum. 80" x 9 =720-h4 = 180 + 32 = 212^ Fahr. 
Or, by reversing the order: — 

Fahr. 212« — 32 = 180 x 5 = 900 -^9 = 100» Cent. 
Fahr. 212» — 32 = 180 x 4 = 720 -i-9 = 80'' Reaum. * 

2. Sources of Steam Power, — The natural phenomena 
by which the Steam Engine becomes a moving power, are 
few and simple. They consist in the mechanical forces pro- 
duced: — 1, by the expansion of water into steam ; 2, by the 
elastic force of the steam thus formed ; and 3, by the recon- 
version of steam into water. Water is capable of existing 
in the solid state as ice, in the liquid state as water, and in 
the vaporous state as steam. These changes of state depend 
upon varieties of temperature and atmospheric pressure ; and 
they are connected with certain phenomena which must be 
generally explained, before their application to the Steam 
Engine can be understood. They may be studied in the fol- 
lowing order: — 



* This, and several oiher paragraphs of the present chapter, are 
taken from the first chapter of the Author's Manual of Chemistry, to 
which the reader is referred for further information on the nature ~' 
Heat. ., 



1 MELTING OF ICE, 

1. Melting of Ice : Latent Heat, 

2. Boiling of Water : Latent Heat, 
8. Ii\fiuence of Atmospheric Pressure. 

4. Pressure of Fluids in evert/ direction. 

5. Elastic Force of Steam: High' Pressure Steam, 
0. Condensation of Steam, 

7. Production of a Vactmm. 

8. Mechanical Force produced bj/ the preceding operations,^ 
i), Economical Applications of Heat. 

3. Melting of Ice : Latent Heat, — If a mass of ice be in- 
troduced into a warm room, and a thermometer be applied 
to It, the temperature of the ice will continue to rise, till the 
thermometer stands at 32''; it there remains stationary, 
although heat is continually entering into the melting ice, as 
betbn^ ; and it will remain so, until the whole of the ice is 
n\eltiHl» The heat which is absorbed by the ice daring the 
chaugi^ tWmi the solid to the liquid form, is termed insensible 
or latent^ in consequence of its not afiecting the thermome- 
ter. The amount of heat which is absorbed and becomes 
latent* in this process, may be estimated by the time daring 
which the thennometer remains stationary; it will be foand 
to Ih^ a luuulreil and tV^rty times as long as the time reqnired 
to raise the water* in the liquid state^ one degree. The 
quantity of latent heat thewfore, of water, is 140 degrees ; 
or, in other wvmls, the difference between a poand of water 
at ^'W*'* and a jnuutd of ice at S:i% is, that the former contains, 
in a l^itrnf state, as much mon* heat than the latter, as woold 
sutliiH* to heat another |H>und of wti^r a bandied and forty 
decrees, — The luNat which is latent in water, is liberated 
and rt^ndere^i ,vy?i,<?,W when the water is neeoaTefted into 
io<»; this may be prv>vx\l in the following way, Wato* 
wwy Iv cvv^UnI down n\a:\y ik^rrvvs Mow Si* witbont fireex- 
ijVi^, pT\>vtde^i it N> kept i^vtly siill : it has been cookd 
as lovr as ,S*, If it be <vv>W down t5i> this nempentnre, and 
a ttvnu) i be thc:a cv^wimuidcaied rc» it, eoogidatioa 
;i a<:* (^ ixvrtkoi of it k soddedhr coQpeited 
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into ice, and the latent heat is liberated in such quantity as 
to raise the temperature of the whole mass suddenly to 32^. 
4. Boiling of Water: Latent Heat. — So soon as the entire 
mass of ice is melted, the thermometer continues to rise 
until it has reached the temperature of the room. If heat 
be now applied to the water, by means of a lamp, a thermo- 
meter placed in it will gradually rise until it reach the tem- 
perature of 212**, and no addition of heat will raise it a 
degree higher, provided the water be in an open vessel. A 
new process now begins : bubbles are formed at the lower 
part of the vessel, rise to the surface, and escape with com- 
motion in the form of Steam. This constitutes ebullition, 
or the boiling of water. Steam, as it rises from water at 
212**, exhibits the same phenomenon as occurs in the con- 
version of ice into water at 32** : a quantity of heat is absorbed 
which serves only to change the form of the body, in this 
case converting water into steam, as in the former it con- 
verted ice into water, — in both cases being termed insensible 
or latent, A much larger quantity of heat is absorbed during 
the formation of steam from boiling water, than during the 
melting of ice ; its amount may be estimated, as in the for- 
mer case, by the time during which the thermometer remains 
stationary at 212°; it will be found to be five and a half 
times as long as was required to raise the water from the 
freezing to the boiling point, that is, to raise it 180 degrees. 
Thus, if the application of heat from a lamp were required 
for one hour, in order to raise a quantity of water from 32o 
to 212°, it will require the application of the same heat for 
five hours and a half, in order to convert the whole of the 
water into steam. The product of these numbers is 990. 
The latent heat of steam is therefore estimated, in round 
numbers, at 1000 degrees; or, in other words, sufficient heat 
is absorbed, during the formation of steam, to raise the tern* 
perature of an equal quantity of water a thousand degrees. 
When steam is reconverted into water, the latent heat is 
liberated and becomes sensible. Hence, a gallon of water, 
in the form of steam, when added to cold water, will impart 
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more heat to it, than a gallon of water at die same t^npera- 
ture as the steam ; one part of water, fi>r instance, at 212**, 
will raise the temperature of 100 parts of water at 50**, only 
one degree and a half^ whereas one part of water in the form 
of steam will raise 100 parts of water as high as eleven 
degrees. 

5. When Sea Water is employed, the hoilii^ point varies 
in consequence of the greater density of saline water than 
that of pore water, and the force of the steam varies accord- 
ingly. Sea water contains 3^ per cent, of saline matter, of 
which common salt, or chloride of sodinm, constitutes the 
largest ingredient. Now, as the saline matters do not rise 
with the steam, the water in a hoiler supplied with sea water 
becomes gradually more saturated, and after a certain time 
b^ins to deposit salt, sometimes to the detriment of the 
boUer. Considerable difficulty has arisen in applying the 
steam engine to the purposes of marine transport, firom the 
necessity of supplying the boiler with sea water, instead of 
fresh water. During the first trip of the City of Edinburgh 
steam ship to Leith, in 1821, the deposit of salt was so con- 
siderable as to require its being cleared out during the pas- 
sage, while the vessel proceeded under her can\as. This 
circumstance induced the manufacturers of the machines, to 
adopt a method of removing the saturated water ^m the 
lower part of the boiler, by means of a pump, and subse- 
quently by means of blow-off pipes and cocks, as is now 
generally adopted. The boiling point of water appears to 
rise one degree for each addition of 2*6 parts to the propor- 
tion of common salt in 100 parts of water, or very nearly so. 
Til us, the boiling point of sea water, supposed to contain 
3*03 per cent, by weight, of saline matters, is 213*2 ; if the 
saline matters amount to 6*06, the boiling point is 214*4; 
and so in proportion. When the proportion of saline matter 
amounts to 36*37 per cent., the solution is saturated, and 
the boiling point rises as high as 226°. The variations in the 
force of steam generated from salt and fix)m firesh water, are 
noticed at page 11. 
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6. Influence of Atmospheric Pressure, — The temperature 
at which steam is formed, depends on the degree of Atmo- 
spheric Pressure to which the water from which it is formed 
is subjected. The Atmosphere is supposed to extend about 
forty-five miles in height around the earth ; and it presses^ 
under ordinary circumstances, with a weight of fifteen pounds 
on each square inch of the surface of the earth, and of all 
bodies upon it. We accordingly find that water boils at 
lower degrees of temperature, as we ascend higher from the 
surface of the earth, the pressure of the atmosphere being 
greatest at the level of the sea. An ascent of 530 feet causes 
the boiling point of water to be lowered one degree of tem- 
perature; at an elevation of 2*705 miles from the surface of 
the sea, the atmosphere loses half its density, or one volume 
is expanded into two volumes; the density is again halved 
for every 2*7 miles of additional elevation. When it is said 
that water boils, or, what is the same thing, that steam is 
formed, at 212° Fahr., it is always understood that the atmo- 
spheric pressure is equivalent to a weight of 15 pounds on 
every square inch, or to that of 30 inches of mercury, as in- 
dicated by the barometer. For every inch by which the 
barometer varies from this height, the boiling point of water 
varies 1 '76 degree. The following are the variations between 
the atmospheric pressure as indicated by the inches of mer- 
cury in the barometer, and the boiling point of water: — 

Inches of Mercury in Barometer Water boils at 
27-74 208O 

28-29 209« 

28-84 210^ 

29-41 2110 

29-8 212*» 

30-6 213« 

When two or more atmospheres are spoken of, the term sig- 
nifies multiplied pressures of air arising from condensation. 
If a mercurial column of 30 inches in height presses upon a 
given surface with the same weight as the atmosphere in its 
ordinary state, it follows that a 60-inch column la e<\\i^ Xq ^ 
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pressure of two atmospheres, 15 inches to half an attnosphere^ 
and 1 inch to one-thirtieth of the atmospheric pressure. The 
influence of the atmospheric pressure on the formation of 
steam may be readily proved by removing the pressure 
altogether, as by means of an air pump. Liquids boil in a 
vacuum at a temperature of about 145 degrees below their 
usual boiling point. If hot water, with a thermometer in it, 
be placed under the receiver of an air pump, the water boils, 
and the temperature falls, as the air is being exhausted ; as 
the water receives no heat from without, a portion of its sen- 
sible heat is employed in effecting the change of form. 
Water boils in a good vacuum at 67°. The heat of the hand 
is sufficient to make water boil in a vacuum, as is exemplified 
in the common pulse glass. In the absence of an air-pump, 
the same principle may be illustrated by a simple experiment. 
Some water is made to boil in a glass flask over a lamp ; the 
flask is then closed with a cork, while the upper part is filled 
with steam, and it is removed from the lamp. When the 
boiling has ceased, it may be renewed on plunging the flask 
into cold water, and the colder the water is, the brisker will 
l>o the ebullition. On removing the flask from the cold 
water, and plunging it into warm water, the boiling again 
ooasos ; it may again be renewed on again immersing the 
\\i\sk in cold water. In this experiment, the boiling ceases 
on corking the flask, owing to the pressure exerted by the 
oi»ulined stoam on the surface of the water ; on plunging the 
tlnsk into cold water tlus steam is condensed, and the water 
Mgnin boils under tl\o diminished pressure; on immersing 
tho tlttsk in hot water, the steam is no longer condensed, and 
by it 8 im^Hsuro it ngtun pn^veiits the boiling of the water. 

7 . J Ws'isurc ofFhuis m n^ety dircctwt^ — There is another 
proporty by which air, and other elastic fluids, are dis- 
tinguislunU and which is important in the action of the 
Stouiu Kuji^ino: they trnnstnit prtssHrr equaUff in every 
«/iVf«7»0H, I. If a voHseU of a cubical foot in capacity, be 
*\ipp\>j*od to Ih» tilUnl with atuuvspherio air, the fiastidty of 
lU«* \U' the tl\ild is such, as to pr^ss upon every 
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square inch of the bottom, the sides, and the top, of its 
inner surface, with a force amounting to a weight of fifteen 
pounds ; this pressure being quite independent of the weight 
of the air. Hence the lateral, oblique, and upright pres- 
sures of air, arising from its elasticity, are equal in amount 
to the downward pressure of the entire weight of the atmo- 
sphere. 2. This elastic property of air varies with the in- 
crease and decrease of the capacity of the containing vessel, 
and in an inverse ratio. l£ one cubic foot of air be intro- 
duced into a vessel of two cubic feet in capacity, the 
amount of pressure in every direction is halved ; if the cubic 
foot of air be compressed into a vessel of the capacity of 
half a cubic foot, the amount of pressure will be doubled. 
3. The elastic property of air may be readily illustrated by 
means of the common barometer. This instrument is merely 
a tube containing mercury, having its open end inverted into 
a small reservoir containing some of the same metal. The 
pressure of the atmosphere upon the mercury in the reser- 
voir supports, under ordinary circumstances, a column of 
80 inches of mercury in the tube. The space above the 
mercury in the tube is a vacuum. If a portion of air be 
admitted into this space, it presses by its elasticity upon the 
mercury, which continues to descend in the tube until its 
pressure, together with the weight of the mercurial column 
remaining in the tube, be supported by the weight of the 
atmosphere. By pursuing this experiment, the elastic force 
of a small portion of air confined in a tube, is balanced 
against the entire weight of the whole atmosphere. The 
elastic force of the air may thus be exactly ascertained : for 
every two inches of mercury which are expelled from the 
tube, the amount of the pressure of the enclosed air is one 
pound, or very nearly so, the weight of two cubic inches of 
mercury being exactly 15'68 oz., or 0'98 lb. 4. The elas- 
ticity of air increases with its temperature ; the more heat, 
therefore, which is applied to any air or gas confined in a 
vessel, the greater will be the pressure on every part of its 
interior surface. 
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8. Elastic Force of Steam. — Steam is a Tapoor conastiiig 
of partkles of water, which, though of no higlier tcnipen<- 
tore than the water fix>m which it is formed, occapies a 
space about 1700 times greater than they occupied when in 
the liquid state ; hence a cubic inch of water becomes nearly 
a cubic foot of steam, at 212 degrees of the themMmetef, 
and under the common pressure of the atmosphere ; and the 
elastic force of the steam is equal to the pressure of the at- 
mosphere under which it is formed. But when steam is 
confined, and thus subjected to additional pressure, it rises m 
temperature and acquires great elastic force ; it is then called 
hiffh'pressure steam. The greater the pressure, the more 
elcTated is the temperature required to produce vapour, the 
denser is the vapour produced, and the greater its elasticity. 
At 212*, the barometer staning at 30 inches, steam has 
sufficient elasticity to overcome the atmospheric pressure, 
and rise against it. The elasticity of 
steam still in contact with water, in- 
creases in a greater ratio than the tem- 
perature al which it is produced: tnus, 
at 212* it is equal to one atmosphere ; 
at 250*5, to two atmospheres ; at 293*7, 
to four; at 341*78, to eight; at 398*48, 
to sixteen; at 435*56, to twenty-four. 
To this rapidly increasing elasticity are 
owing the frequent explosions of vessels 
not provided with safety valves. — The 
elastic force ofsteam, when heated un- 
der pressure, may be illustrated by the 
aiinexed figure, which represents a stout 
copper vessel, of a globularform, called a 
Papin^s Digester. It contains some mer- 
cury m, and some water ir; and a long 
glass tube^/, open at both ends, is^tened 
into it, the lower extremity dipping into the mereury, and the 
upper part being furnished with a scale a, divided mto inches. 
There are two other openings in the vessel; into one of these 
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a stopcock b is screwed, and into the other a thermometer /, 
the bulb of which is within the vessel. Heat is applied, the 
stopcock being open, until the water boils. On closing the 
stopcock, and continuing the heat, the temperature within 
rises above 212^, as indicated by the thermometer. Steam 
continues to be formed, and, becoming denser, forces the 
mercury up in the tube / / to a height proportional to the 
elastic force of the steam. The weight of the atmosphere 
being equal to a column of mercury of 30 inches, this pres- 
sure has been overcome by the steam at 212<*, before the 
mercury began to rise in the tube t t. For every thirty 
inches, therefore, which the mercury rises in this tube, the 
steam is said to* have the elastic force of another atmosphere. 
Thus, if the mercury rise 30 inches, the elastic force of the 
steam is that of two atmospheres ; if it rise 45 inches, it is 
that of two atmospheres and a half; if 60 inches, of three 
atmospheres; and so on. The force of steam varies, how- 
ever, when generated from fresh, and from salt, water. 
Ac<;ording to Watt, at 180°, the force of pure water is esti- 
mated at 14*73 inches of mercury, that of salt water at 1085 ; 
at 212% fresh water has a force of 29'56, salt water only of 
22'74 inches. 

9. Condensation of Steam. — It has been stated, that 
during the formation of steam from water at 212°, and un- 
der the ordinary atmospheric pressure, 1 000 degrees of heat 
are absorbed, which serve merely to change the form of the 
body ; and that, as a consequence of this, one cubic inch of 
water expands into 1 700 cubic inches of steam. We should^ 
therefore, expect that, upon withdrawing this heat, the form 
of the body would again be changed, or, in other words, that 
the steam would be condensed into water. And such is the 
case. When any body which is colder than steam is brought 
into contact with steam, the latter gives out its latent heat, 
till the temperature of the cold body becomes the same as 
that of the steam, or till the whole quantity of steam is con-* 
densed to a degree of elasticity corresponding to the tern- 
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perature to which the cold body is raised by the heat of the 
steam. In order to produce effective and rapid condensation, 
several circumstances are required, viz., a large quantity, a 
great degree of coldness, and a rapid conduction of heat, of 
the cold body employed for condensation. The greater the 
quantity of the cold body, the less will its temperature be 
raised ; and the colder it is, the more will the elastic force 
be reduced ; hence, in order to reduce the elastic force of 
steam as low as possible, the quantity and coldness of the 
cooling body should be as great as possible. The most 
effective cooling body for condensation, is water. Its 
operation may be illustrated as follows. If the cubic foot 
of steam, formed from the cubic inch of water at 212°, as 
already described, be received into a vessel which just con- 
tains it, and 5 J cubic inches of water at 32° be injected into 
the vessel, the steam will immediately communicate its latent 
heat to the cold water, and will itself return to the liquid 
form. The vessel will then be found to contain 6J cubic 
inches of water at 212°; of these, 5 J have been raised from 
82° to 212°, by the latent heat of the steam, and the remain- 
ing inch retains the temperature which it had when in the 
form of steam. * These results agree with those above de- 
scribed, as taking place in the production of steam from 
water (p. 5). In order to convert a given quantity of 
water ut 212° into steam, it required 5 J times as much heat 
as was riMiuired to raise the same quantity of water from the 
fK>e/.ing to the boiling point. Reversely, during the reduc- 
tion of stouni to water, the former parts with as much heat 
as is surtU'iont to raise 5 J cubic inches of water from 32° to 
212*^ that is, A J times 180°; that is, 990°, or the latent heat 

of StOHUK 

10. l^Himtionofd Vacuum. — The condensation of steam, 

Just dosoribod. is obviously attended by the important result 

of i>n>duolng H vaatum. A cubic foot of steam contains 

1728 oubio inohos ; whon this quantity of steam is con- 

donstnl, ouo inch of water is found in the containing vessel, 
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while 1727 inches of it remain unoccupied ; in other words, 
the vessel, with the exception of one cuhic inch of water, 
presents a Yacuum. This may be illustrated by a simple 
experiment. If a little water or ether be put into a glass 
tube, open at one end, and blown into a bulb at the other, 
and the bulb be held over the flame of a candle, the liquid 
will boil, and the steam issue copiously from the tube. If 
the tube be now inverted, and its open end be plunged under 
cold water, the steam in the tube will be condensed, and the 
water will be forced up suddenly into the tube, and fiU the 
bulb. It is a law in physics, that, when a vacuum is pro- 
duced, the surrounding bodies have a tendency to rush into 
it with a certain force. The production of a vacuum becomes, 
therefore, a source of considerable mechanical power. 

11. Mechanical Force produced by the preceding ope- 
rations. — The application of the foregoing principles, as a 
moving power in the Steam Engine, may be illustrated by a 
little instrument contrived by Wollaston. It consists of a 
glass tube, which is enlarged at one 
end into a bulb, and is open at the 
other. A piston p is fitted to this 
tube, so as to move up and down 
with ease, but at the same time to 
be air-tight. Some water is put 
into the bulb, and heated ; steam is 
formed, and the piston is raised to 
the top of the cylinder. In this 
case, the elastic force of the steam 
is the moving power, and this force 
is proportionably greater, as the 
piston is more loaded, and the steam 
more confined. If the bulb be now 
plunged into cold water, the steam 
in the cylinder is condensed, and a vacuum is produced 
below the piston, which is now forced down to the bottom of 
the cylinder by the pressure of the atmosphere. In this 




Fig. 3. 
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case, the moving power is acquired by the condensation of 
the steam, and the consequent production of a yacuum ; and 
this is the principle of the common condensing engine. The 
amount of mechanical force which may be produced by the 
foregoing processes, may be easily estimated. 1. Let us 
suppose the water A in the tube A B, in the adjoining 
figure, to occupy the space of a cubic inch, and the 
surface of the piston P to be an inch square ; if the 
weight of the piston be exactly counterbalanced by 
a weight W acting over a pulley, it is evident that 
the force of the atmosphere alone will act on the 
upper part of the piston, and that this force will 
be equal to a weight of fifteen pounds. It has 
been already stated that a cubic inch of water ex- 
pands into 1700 cubic inches of steam ; hence, the 
piston would be raised this number of inches in the A 
tube, provided the latter were of sufficient length ; or, Fig. 4. 
in other words, the mechanical force produced by the evapo' 
ration of a cubic inch of water is sufficient to raise a weight 
of fifteen pounds to a height of 1700 inches, or ]^2feet. 
2. It is evident that, to raise fifteen pounds to a height of 
142 feet, is the same thing as to raise 142 times fifteen 
pounds, that is, 2130 pounds, or nearly a ton weight, to a 
height of 1 foot; and, hence, it may be stated, in round 
numbers, that the mechanical force produced bg the evapo- 
ration of a cubic inch of water is sufficient to raise about a 
ton weight to the height of one foot. 3. Let us now suppose 
the piston to bo loaded with another weight of fifteen pounds, 
81) OS to bo acted upon by a pressure equal to that of two 
tttmosphoros. The results would be, that a temperature of 
about 260** would bo required to convert the water into 
steam, and that the piston would be raised to 72 feet, or little 
more than half its former height. In this case, the mecha- 
nioal for(*o wouUl be sufficient to raise double the former 
woip:ht to half the former height. And it may be stated, 
irt^norall;^', that th« height to which the piston would be 
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raised, would be diminished in a proportion somewhat 
less than that in which pressure on the pbton is in- 
creased. 

12. Economical Application of Heat. — The following 
cases, in which the application of heat, evoWed by the 
economy of fuel, is made subserrient to practical purposes, 
are copied from the last edition of Dr. Lardner*s Treatise on 
the Steam Engine: — 

(I.) A pint of water may be evaporated by two ounces of 
coals. In its evaporation it swells into two hundred and six- 
teen g^ons of steam, with a mechanical force sufficient to raise 
a weight of thirty-seven tons a foot high. The steam thus 
produced has a pressure equal to that of common atmospheric 
air; and by allowing it to expand, by virtue of its elasticity, 
a further mechanical force may be obtained, at least equal in 
amount to the former. A pint of water, therefore, and two 
ounces of common coal, are thus rendered capable of doing 
as much work as is equivalent to seventy-four tons raised a 
foot high. 

(2.) The circumstances under which the steam engine is 
worked on a railway are not favourable to the economy of fuel. 
Nevertheless a pound of coke burned in a locomotive engine 
will evaporate about five pints of water. In their evaporation 
they will exert a mechanical force sufficient to draw two tons' 
weight on the railway a distance of one mile in two minutes. 
Four horses working in a stage coach on a common road are 
necessary to draw the same weight the same distance in six 
minutes. 

(3.) A train of coaches weighing about eighty tons, and 
transporting two hundred and forty passengers with their lug- 
gage, has been taken from Liverpool to Birmingham, and back 
from Birmingham to Liverpool, the trip each way taking 
about four hours and a quarter, stoppages included. The 
distance between these places by the raUway is ninety-five 
nules. This double journey of one hundred and ninety 
miles is effected by the mechanical force produced in the 
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combustion of a quarter of a ton of coke, the value of wbieh 
is six shillings. To carry the same number of passengers 
daily between the same places by stage coaches on a common 
road, would require twenty coaches and an establishment of 
three thousand eight hundred horses, with which the journey 
in each direction would be performed in about twelve hours, 
stoppages included. 

(4.) The circumference of the earth measures twenty-five 
thousand miles ; and if it were begirt with an iron railway, 
such a train as above described, carrying two hundred and 
forty passengers, would be drawn round it by the combustion 
of about thirty tons of coke, and the circuit would be accom- 
plished in five weeks. 

(5.) In the drainage of the Cornish mines the economy of 
fuel is much attended to, and coals are there made to do 
more work than elsewhere. A bushel of coals usually 
raises forty thousand tons of water a foot high ; but it has 
on some occasions raised sixty thousand tons the same 
height. Let us take its labour at fifty thousand tons raised 
one foot high. A horse worked in a fast stage-coach 
pulls against an average resistance of about a quarter of 
a hundred weight. Against this he is able to work at the 
usual s])eed through about sixteen miles daily: his work 
is thoretbre equivalent to one thousand tons raised one 
foot. A bushel of coals consequently, as used in Corn- 
wall, performs as much labour as a day*s work of fifty 
such horses. 

(().) The great pyramid of Egypt stands upon a base mea- 
suring seven hundred feet each way, and is five hundred 
feet high, its weight being twelve thousand seven hundred 
and sixty millions of pounds. Herodotus states, that in 
constructing it, one hundred thousand men were constantly 
cui])l()yoil for twenty years. The materials of this pyra- 
mid would be raised from the ground to their present posi- 
tion by the combustion of about four hundred and eighty 
tons of coals. 



KECAPITULA.TION, 17 

(7.) The Menai Bridge consists of about two thousand tons 
of iron, and its height above the level of the water is one 
hundred and twenty feet. Its mass might be lifted from the 
leyel of the water to its present position by the combustion of 
four bushels of coal. 



BBCAPITULATION. 

1. How is the bulk of bodies affected by Heat ? State the 
comparative expansibility of bodies in the three states of 
solid, liquid, and gaseous. What is the thermometer f On 
what principle is it constructed? How is Fahrenheit's 
thermometer graduated? What modes of graduation are 
adopted in the Centigrade, and in Reaumur's, thermometer? 
How may the three modes of graduation be mutually referred 
to each other? — 2, State the three mechanical forces in which 
Steam Power originates. On what two circumstances do 
the changes of form, exhibited by matter, depend ? — 3. What 
phenomenon takes place during the melting of a mass of ice ? 
What is the meaning of latent heat ? What is the latent 
heat of water ? How may it be proved ? What is meant by 
sensible heat ? How may the latent heat of water be ren- 
dered sensible .*— 4. Explain the process of ebullition. What 
is the latent heat of steam ? How may the latent heat of 
steam be rendered sensible f — 5. What are the ingredients 
of sea water f How does the use of sea water act preju- 
dicially in the steam engine? How is the boiling point 
affected in sea water ? — 6. What is the amount of the pres- 
sure of the atmosphere ? How does this pressure affect the 
boiling point of liquids ? State some of the variations which 
occur between the atmospheric pressure and the boiling point 
of water. What is meant by two or more atmospheres ? 
How may the effect of atmospheric pressure upon the boil- 
ing point of water be proved ? Explain the experiment of 
the flask, described in the eighth page. — 7. State the ^Tksst^ 
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iaw of the directions in which the pressure of fluids is 
exerted. What relation does the elastic property of a fluid 
bear to the capacity of the yessel which contains it ? Explain 
the structure, and the principle, of the barometer. How may 
the elastic force of a portion of atmospheric air be estimated 
by means of this instrument ? By what agency is the elas- 
ticity of a fluid increased? — 8. What is Steam? What quan- 
tity of water is required to produce a cubic foot of steam? 
What relation subsists between the elastic force of steam and 
the pressure of the atmosphere f What is meant by high* 
pressure steam f What are the comparative forces of steam, 
as generated from fresh, and frt>m salt, water, at the same 
temperature ? — 9. What is meant by condensation of steam? 
What are the means employed for condensing steam ? Ex- 
plain the phenomena which take place in the condensation of 
steam. — 10. In condensing a cubic foot of steam, what 
amount of vacuum is produced ? Illustrate the production 
of a vacuum by experiment. — 11. Apply the foregoing prin- 
ciples to the action of a piston within a tube. By what force 
does the piston ascend f By what force does it descends 
What amount of mechanical force may be produced by the 
evaporation of a cubic inch of water? — 12. Give some 
striking instances of tlie economical applications of heat. 
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CHAPTER II. 



EARLT APPLICATIONS OF STEAM POWER. 

13. Creneral Remarks. — In the preceding chapter have 
been explained the natural phenomena on which the sources 
of steam power depend. But these forces cannot be made 
immediately applicable to the purposes of locomotion : an 
upward force may be required, but water falls downward ; 
a circular motion may be wanted, but the impelling power of 
wind is rectilinear ; a particular direction may be necessary 
in which the pressure of steam is to be exerted, but steam 
presses with equal force in every direction ; in a word, the 
motion of the impelling power may be of one kind, and that 
required at the working point, of another and very different 
kind. The forces, therefore, which actually exist in nature, 
or are called into existence by art, must be determined to 
the purposes required, by means of machinery, the great 
object of which is change, or modification, of motion. A 
vertical motion, for instance, being produced by the fall of a 
stream of water, a circular motion is readily procured by the 
introducdon of a wheel furnished with cavities around its 
circumference ; the paddle-wheel of a steam-boat furnishes 
an example of a continued rectilinear, produced by a con- 
tinued circular, motion ; an undershot water-wheel affords a 
continued circular, produced by a continued rectilinear. The 
principle by which the steam engine becomes a moving 
power, is exceedingly simple; the complexity arises from 
the various kinds of machinery by which the force is applied 
to the required purpose. The history of the steam engine 
presents a series of the most brilliant applications of ma- 
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chinery which have ever been witnessed ; and it is the object 
of this chapter, to trace the rise and progress of the inven- 
tion, and to conduct the reader, by easy steps, from its 
simple to its complex state ; from the first production of the 
moving power, through the subsidiary details of mechanism 
which have been successively introduced. 

14. Hero* 8 Machine. — The generation of steam from 
water by the application of heat, and the mechanical force 
produced by this means, appear to have been understood at 
a very remote period ; but their application to machinery 
devoted to the purposes of locomotion, is a discovery of 
recent date. The ingenious contrivances of early discoverers 
were devoted to objects of minor importance, as those of 
raising water, of propelling smoke upwards, &c. About 120 
years before the present era, an elegant machine was con- 
structed by Hero, of Alex- 
andria, in which a rotatory 
motion was produced by 
means of steam. A hollow 
globe placed on pivots, was 
furnished with a number of 
horizontal tubes radiating | ( — 

from it like the spokes of a 
wheel, and closed at their ex- ^ ^« ^• 

tremities, with the exception of a small orifice near the end, 
and on the side, of each tube. The globe being supplied 
with steam, this fluid rushes through the orifices with a 
force equal to the excess of its elasticity over that of the 
atmosphere. The recoil produced by this difierence of pres- 
sure, repels the tubes in the opposite direction, and a rotatory 
motion is produced, which may be communicated to ma- 
chinery connected with the globe. 

15. Gar ay ; De Cans; Branca. — Along interval ensued, 
during which there appears to have been no discovery in the 
application of steam power to locomotion. 1. In 1543, 
Blasco de Garay, a Spanish sea captain, invented a machine 
by which a vessel could be propelled without oars or sails. 
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The expeHment wm made in the port of Btrcelona, and 
appears to haTe bmu successful. But the nature of the 
apparatus, with the eiceptioii of a boiler having been em- 
ployed, and wheels attaeli«d to the sides of the vessel, was 
concealed, and the experiment was not repeated. 2. In the 
early part of the next century, De Caus, a Frenchman, 
pnblished a Treatise on Moving Powers and Machinery, 
which eontuned some indistinct views of the processes of 
evaporation and condensation, but conveyed no intelligible 
Ideas of die elastic force of steam. He ascribed the mecha- 
nical force, occaaoned by the conversion of water into steam, 
to the action of heat upon the air wliich is mixed with the 
water. He dlseorered that " water will mount by the help 
of fire, higher than its level ;" but this process is described 
by bim as depen^ng on physical causes altogether uncon- 
nected with the properties of steam ; the term iteaiH, in fact, 
la not mentioned in his, description of his machine. 3. In 
1629, Giovanni Branca, an Italian, contrived a machine 
' wUch was employed for the various purposes of raising water, 
<>f sawing timber, of pounding mate- 
rials, &c. TTiii machine consisted 
of a wheel lamished with flat vanes 
around its circumference, like the 
boards of a paddle-wheel. Upon 
these vanes, steam was propelled . 
trma a close vessel. A rotatory ' 
motion vras produced, and commu- 
nicated to appropriate machinery. Fig- 6. 
The results, however, of these and other discoveries made 
about this period, have never been rendered applicable to the 
purposes for which the modem steam enf^ne is adapted. 

16. Marquit of WoreesleT. — In 1663, the Marquis of 
Worcester published a work, in which he described a method 
of raising water to great heights by the pressure of steam. 
He found that the force of steam was sufficient to burst a 
cannon ; and, under the head of a Fire Water Work, he 
•tales; — " One vessel of water rarefied by fire, ^-^^b ■o.-ft 
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forty of cold water ; and a man that tends the work is bnt to 
turn two cocks, that, one vessel of water being consumed^ 
another begins to force and re-fill with cold water, and so 
successively, the fire being tended and kept constant ; which 
the self- same person may likewise abundantly perform in the 
interim between the necessity of turning the said cocks."* 
The nature of the machinery employed for this purpose is of 
less consequence to us than the fact, that an important step 
was here gained in the progress of invention, as, whatever 
apparatus was employed, the steam was generated in one 
vessel, and applied to mechanical purposes in anothety 
according to the method at present adopted in steam engines. 
The efiect produced was equivalent to raising 20 cubic feet 
of water one foot high, by means of one pound of coals, or 
about the 2000th part of the efiect of a good steam engine. It 
is obvious that there was much loss of efiect by the consider- 
able amount of condensation produced by the contact of the 
steam with cold water. But the Marquis appears to have 
been unacquainted with the efiect of condensation^ and hi» 
plan of operation must consequently have been very simple. 
1 7. Sir Samuel Morland. — In 1675, Sir Samuel Morland 
obtained a patent for a powerful machine, by which he was 
enabled to raise water from the Thames to the top of Windsor 
Castle, and even sixty feet higher, in a continual stream, ai 
the rate of sixty barrels per hour. In 1683, he published a 
work on ** The Principles of the New Force of Fire," whidb 
contains some calculations of the size of cylinders adapted 
for raising, by steam, a certain quantity of water, to a given 
height, in a minute. This work contains also an estimate of 
the amount of expansion of a quantity of water into vapour^ 
which is remarkable for its approximation to the truth at 
this i)oriod. The machinery employed by Morland is not 
known. His researches appear to have had little infiuenee 
on the progress of the practical application of steam, as it is 
omployod in the present day. 

* A Century of tho Names and Scantlings of Inventions^ ilrt. 6&» 
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18. Denis Papin. — In 1695, Denis Papin, a Frenchman, 
suggested the idea of raising a piston within a cylinder by 
steam, and forming a partial vacuum beneath the piston by 
condensing the vapour, by which means the atmospheric 
pressure might be brought to aid the effect of his apparatus. 
This contrivance for producing a moving power maybe fully 
onderstood, by referring to fig. 3, p. 13, and the description 
there given. The atmospheric pressure being equivalent to 
a weight of fifteen pounds on the square inch, if the piston 
be supposed to have a diameter of only one square foot, a 
power is here obtained of equal amount to a pressure of 1 7 10 
pounds. ''The real authors of the atmospheric engine,** 
observes Tredgold, '* were very likely indebted to this sug- 
gestion; but neither Papin himself, nor his rival Savery, 
discovered how to turn this suggestion to advantage.** Papin 
was, in fact, ignorant of the means of procuring an effective 
▼acuum ; he proposed to produce it by means of g^powder, 
and afterwards by common air-pumps worked by a water- 
wheel; the fire was alternately applied to, and removed 
£rom, the cylinder ; but the vacuum was always insufficient. 
Papin, however, produced a more perfect engine, after he 
had become acquainted with Savery^s machine, which, in the 
order of discovery, must be next noticed. 

19. Savery* s Steam Engine. — Thirty years after Lord 
Worcester*s death. Captain Thomas Savery constructed an 
eng^e, in which the force of steam is employed as a moving 
power for raising water. He appears to have discovered the 
prindple of condensation by chance. Having drunk a flask 
of Florence wine, and thrown the flask on the fire, he called 
for a basin of water to wash his hands. He observed that a 
small quantity of wine remaining in the flask began to boil, 
and that steam issued from the flask. He then seized the 
▼essel, and plunging its mouth under the surface of the water 
in the bann, found that the liquid rushed into the flask. 
This experiment suggested to him the possibility of producing 
a vacuum by the condensation of steam, and bringing the 
atmospheric pressure to bear upon the vacuum thus pro- 
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duced. The adjoituDg figure, 

copied from Tredgold's work 

on tbe Steam Engine, illuB- 

tnites the apparatus employed 

bySarecy. Itconsistsofafiir- 

nace and a boiler B ; from the 

latter, two pipes, furnished - 

with stopcocks C, proceed to 

two steam vessels S, oaly one 

of which bahowninthefigure, 

the other being immediately 

behind it. Into the bottom 

of each of these steam vessels 

is inserted a branching pipe, 

connected with a descending 

main pipe D, and an ascend- ^-^-^^- 

ing main pipe A ; each branching pipe is fiimished with 
Talvcs a, b, which open upwards, and prevent, bj thdr 
action, the return of any water which may have been forced 
up through them. One of the steam vessels bong filled 
with steam, condensation is produced by projecting cold 
water, from a small cistern E, against the vessel ; and into 
the partial vacuum, thus made, tbe water b forced up, hy 
the pn>ssure of the atmosphere, through the descending 
main pipe, from a depth of about twenty feet. The steam 
being then introduced again into tbe steam Tessds, the valve 
ft is closed, and the descent of the water prevented ; while 
the »tt'am fhim tbe boiler presdng on the water in tbe steam 
vessel, rauses it to raise the valve a, and asctaid to a height 
)iro)Hirtiimal to the excess of the elastic force al the steam 
above the pnessui^ uf the air. In this engine, accordingly, 
water is raised, partly by means of a vacuum produced by 
the mimKMiMtion uf steam, and partly, by tbe elastic loTce of 
steam i the Mme steam whieh is subservient to ibejbrcing 
effect bring ivmlervil. b,v its subsequent condensation, 
sultaervieot to the n'-pTwUietion of the required vaaaim. 
11.1- -r^im. .,,s aAetwanIs mwb simpUM, one ateam 
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vessel 011I7 being employed. The riak of bttradng the bmler 
-was obviated 1^ the hm of the iteel-yard safety vkIto V. 
The stopcocks C, by which commnnimtion is opened with, 
or shut off from, the boiler, were tnuu^ed by the hand, the 
one being opened when the other u closed. The boiler wu 
supplied with hot water from a sinaller boiler, in order to 
prevent loss of time in refilling it with cold water. The 
quantity of water in the boiler was aacertained by means of 
the gange coekgi if steam issnes from this cock, when 
opened, there is too little water in the boiler. Savery's 
engine was Buccesaful in oases in which it was required to 
raise water to a height of only forty feet, but was inap- 
plicable to the important object of draining mines, owing to 
the vast quantity of steam wasted by condensation in a cold 
vessel, and by means of cold fluid, and the danger of employ- 
ing steam of sufficient power to nuse water to the height 
required. 

20. Papin't Engine. — Having become acqavnted with 
Savery's engine, Fapin published a work entitled " A New 
Methodofrdsing Water by Fire," in which his own eng^e 
is described in its most improved state. It consists of a 



Fig.B. 
boiler a, having a tube b, by which it is supplied with 
water, and which is closed by a lever valve regulated 
by a weight c. The boiler is connected, by a steam pipe 
fiiniished with a stopcock d, with a cylinder/. The 
cylinder is closed at the top, where it is provided with a 
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kver valve pr, reg^ulated by the weight u ; the cylinder ter- 
minates below in a curved tube, which ascends into a reser- 
voir m ; the cylinder contains a floating piston z. Into the 
curved tube is inserted a funnel z, communicating with a 
reservoir of water, and having a valve at h. The operation 
of this machinery is as follows : — The cylinder/ is filled with 
cold water by the funnel x ; the boiler a contains steam of 
strong pressure. On opening the cock d, the steam passes 
into the cylinder A, and pressing upon the floating piston, 
forces the water into the reservoir m; its return is prevented 
by a valve V at the lower part of the cylinder. The stop- 
cock d being then closed, and the cock e opened to allow the 
escape of the steam, the cylinder is again filled by the funnel ar, 
and the above process repeated. The water which has been 
forced into the reservoir m, is directed to any useful purpose 
by the pipe o. In this engine, the principle of forming a 
vacuum and bringing the atmospheric pressure into opera- 
tion, is abandoned ; die moving power being produced simply 
by the expansive force of steam. Papin considered this 
engine to be more efiective than that which he had previously 
proposed. ** We now raise water," he says, *' by the force 
of fire, in a more advantageous manner than that which I 
had published some years before; for, besides the suction, 
we now also use the pressure which the water exerts upon 
other bodies in dilating itself by heat ; instead of which I 
before employed the suction only, the efiects of which are 
more limited." 

21. NewcomerCs Atmospheric Engine, — The drainage of 
deep mines was a matter of great importance, and the failure 
of Savory's and Papin* s engines in this respect paved the 
way to further experiment. In 1705, Thomas Newcomen, 
a smith of Dartmouth, obtained letters patent for the con- 
struction of a new kind of steam engine, in which he availed 
himself of the atmospheric pressure in a difierent way from 
that adopted by Savery. TTie novelty of this plan consists 
in the admission of steam beneath an air-tight piston, and 
the condensation of the steam by the injection of cold water 
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mto the ittterioT of the cylinder. The use of a cjlinder 
and piston mayb* ea«]; eipluned. In order thu the pre«- 
•iir« of steam ma; be rendered aTailable in machinerj, the 
st««m must be confined within a cavity which is air-tight, 
and K> conKtructed that its dimeuiioni, or capacity, may be 
altered with altering ita tightneai. When the eteam enteiv 
micfa a vessel, it enlai^^ its actual cavity, by causing tome 
moTsable part to recede before it, and from thia moTeable 
part motion ia ' communicated to machinery. A hollow 
cylinder havrng a moveable puton accurately fitted to it* 
bore, constitutes a vessel of this kind ; the piston, thui em- 
pitted, has an alternate or reciprocating vertical motion, 
which may be converted into a circular motion by appro- 
priate machinery. The engine employed by Newcomen, in 
its most improved state, was as follows : — Over a bailer a is 




28 HEWCOXSH's ATMOSFHSSIC EN6IKE. 

fixed a cyModerCj eontainiiig a piston r, the rod of whidi is 
ecmnected widi one of the arehed extremities of a lerer beam 
working on a pivot ; to the other extremity of the beam is 
attached a chain connected with the pomp-rod. Such is the 
simple outline of the Atmospheric Engine. Its mode of 
operation is as foUows: — Steam is admitted from the boiler 
into die cylinder, through the tube /, by means of a regu^ 
latimg cock Cj which is worked by a handle outside the 
boiler; the pressure of the atmosphere aboye die piston 
being thus balanced by the force of the steam beneath it, the 
extremity of the lever beam to which the piston is attached 
is elevated by proportionate weights w attached to the pump- 
rod, and the ]»ston is drawn to the top of the cylinder, the 
other extremity of the beam being depressed. In order to 
effect the descent of the piston, the steam in the cylinder 
must now be condensed. The regulating cock e is accord- 
ingly closed, and the further admission of steam prevented; 
anoUier cock, called the condensing cockp, is now opened, 
and a jet of cold water is admitted through a tube from the 
cistern m, which is placed at a sufficient height to ensure a 
forcible injection ; the steam in the cylinder is instantly con- 
densed, a vacuum is formed, and the pressure of the atmo- 
sphere forces the piston to the bottom of the cylinder, while 
the pump-rod on the other end of the beam is raised. Such 
is the general operation of Newcomen*s Atmospheric Engine, 
which is merely a pump worked by steam. The subsidiary 
details of its operation are now to be explained. 

(1 .) The quantity of water in the boiler is regulated by the 
two gauge cocks, x, z, one of which x has its aperture a 
little above the required height of water, the other z a 
little below it. On opening the cocks, if the water is at its 
proper height in the boiler, steam will issue from the cock z, 
and water from the cock z ; if steam issue from both, there 
is too little water in the boiler ; if water issue from both, 
there is too much. This mode of regulating the height of 
water in the boiler was the invention of Savery, and is em- 
ployed in the present day. 
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(2.) A contriyance is added for the purpose of getting rid 
of the air contained in the cylinder before the engine is in 
ffoH play, and thos preventing the engine from being atr- 
logged. Near the bottom of the cylinder is inserted a small 
tube, opening into the atmosphere, where it is furnished with 
a valye, which opens upwards, and is inserted into a sort of 
cap Sf containing water. The heated air and steam in the 
cylinder, having sufficient elastic force to overcome the 
atmospheric pressure, open this valve and escape with a 
hissing noise. This operation is called blowing the engine^ 
before it starts; and the valve, from the peculiar noise 
attending the process, is called the blowing or snifting 
valve, 

(3.) The next object is to get rid of the ir^ection water and 
the condensed steam ; for, however small the quantity might 
be after a few condensations, it is evident that it would 
quickly accumulate in the cylinder, and entirely check the 
movement of the piston. To carry this off, a pipe t, called 
the eduction pipe, is inserted into the bottom of the cylinder, 
and conveyed downwards into a reservoir, called the hot- 
water cistern. This pipe, as represented in the figure, must 
be made to descend thirty feet below the cylinder ; for other- 
wise, being connected with a vacuum produced by the 
alternate motion of the piston, the atmospheric pressure 
would force the water to ascend from the cistern into the 
cylinder, instead of the water descending from the cylinder 
into the cistern. This difficulty is, however, easily removed 
by placing a valve opening downwards, called the eduction 
valve, at the outlet of the pipe t in the bottom of the cylinder ; 
the cistern, in this case, may be situated close to the 
cylinder. 

(4.) The cistern m is supplied with cold water, by a pump 
which branches from the main pump, and is worked by the 
engine. The pipe n admits a stream of water upon the 
piston, in order, by interposing a denser substance than the 
air, to render the piston more air-tight. The pipe h conducts 
the water, which becomes heated, from the top of the 
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cylinder into the hot cistern below. He idea of condensing 
the steam by injecting water into the cylinder, appears to 
have been suggested by accident. At first, Newcomen 
enclosed his cylinder within another cylinder, and condensed 
the steam by filling the space between them with cold water 
by the pipe n. On the first trials of this engine, the managers 
were surprised to see it, without its regular supply of con- 
densing water, ' * go several strokes, and very quick together; 
when, after a search, they found a hole in the piston, which 
let the cold water in to condense the steam in the inside of 
the cylinder, whereas before they had always done it on the 
outside.** The external cylinder was, accordingly, aban- 
doned, and water was henceforth injected from below, as 
already described. So true is it, that '* the wished-for im- 
provement is unmade, oftener because the means are over- 
looked, than because they are hidden from us.** 

22. Potter and Beighton. — It is evident from the pre- 
ceding description, that the efiectual working of Newcomen's 
Engine depended upon the alternate opening and closing of 
two valves, viz. the regulating, and the condensing valve ; 
and that these manipulations depended on the unremitting 
attention and precision of the person who managed the 
machine. It was his duty to open the regulating valve, and 
to watch the ascent of the piston ; then to close that valve, 
and open the condensing valve ; and these alternate move- 
ments were to be repeated fourteen times every minute. The 
infliction of this task induced a boy, called Humphrey Potter, 
to contrive a means by which the engine should work its own 
valves, while he was at play. He attached strings to the 
levers of the valves, and fastened these strings to the beam 
in such a manner, that as the beam ascended and descended, 
not only were the valves opened and closed with regularity, 
but the speed of the engine was actually doubled. This con- 
trivance was afterwards improved, and a more permanent 
mechanism added by Mr. Beighton. In room of the catches 
and strings hitherto employed, he attached to the working 
beam a straio*^* '•od, called 3i plug frame, which by means of 
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psu or pegt fixed into it, opeoad or closed the Til*ea with 
certaintj, u the beam xtcended or descended. An important 
•tep ma tfau gained towarde the completioii of a self-regu- 
lating maehine: to sDpplf the fire with fuel, and the b>jler 
with water, was all the attendance now required. The At- 
ntoapheric Steam Engnie, aa unproved b; Beighton, in 1712, 
was Tery geoerallj adopted in coal works aud copper rninei. 
23. LeupokTi BigA-Prature Lever Engint. — A few 
jean afterwarda, an ingenious German, named Leupold, 
introdoced the first experiment of a hig7i-pre»»uTe engine 
worked bf a cjUndar and piston, and adapted to hie 
machinery a contrivance, first indicated by Papin, of a^^wr- 
way cock. Ifis plan 
may be illustrated 
by the a^oined fi- 
gure. OreraboilerB 
are placed two cylin - 
ders C C, each being 
provided with an air- 
tight piston p, pi 
each of the piston- 
rods is atta^ed to 
one end of a lever 
working on a pivot, 
the other end of the lever havmg a pump-rod fixed to it. A 
four- way cock S is fixed between the boiler and the cylinders, 
BO as alternately to admit steam into one cylinder, and per- 
mit its escape from the other. Steam of high temperature 
is introduced from the boiler into oue of the cylinders, the 
piston is raised to the top of the cylinder, the pump-rod at 
the other end of the lever is pressed downwards, and the 
plunger or piston attached to it being solid, the water is 
raised to the required height in a force-pipe. The four -way 
cock is then turned round, and the steam escapes from this 
cylinder into the atmosphere, while steam from the boiler is 
admitted into the other cylinder ; the direction of the two 
channels from the boiler to the cylinders, is, in fact, exactly 
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rerersed, and tlma, bj the alternate action of the steam in 

the two cylinders, a continued stream of vater is raised. 

24, Halls' Sleam-Soal.~Ia 1737, the first application 
of Bteun to naTigation was suggested b; JonathaD Hulls, in 
a pamphlet entitied, " A description and draught of a new* 
invented machine for cairying vesseb or ships out of or 
into any harbour, port, or river, against wind or tide, or 
in a calm," His plan of adapting a vertical to a rotatory 
motion, is shown in the adjoined figure. The machinery 
was fixed in a tow- ^ 

boat. It consists of 
three wheels, a b c, 
fixed on one axis, and 
two wheels, d e, with 
ratchets* loose on an- -^ 
other axis, so that this ^ 
axis can only move 
the forward direction. 
To the latter axis a 
attached the fans 
paddles which serve 
propel the vessel. The 

wheels are furnished with ropes, ^/"^ A; the rope on the 
wheel // is attached to the piston P of the engine. As 
the piston descends, the wheels a b c move forward, and 
cause the wheels d e to move; but owing to the difibrent 
situation of the ropes g k, the wheel e moves forward, while 
the wheel d moves backward. The latter wheel, in moving 




■ The object of ratchets is lopreveot 
\]e they permit itinanolher. The adjoi 
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served that the teeth are cut with their faces inclin- 
ing in one direc^on, and a small lever or catch is so 
pisccd. as to enter the indentatioiis and stop the 
wheel i[ it [urns backward, but slides over the teeth p. 
withouCobstructing Chem.ifitmovesforHard. Ratchet ^' 
whcob aro cenerall; employed to prevent a weight raised by 
chine from "'•"•nding, and to obviate other retrograde 
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ba^ward, raises a weight G, which is attached to it, by the 
rope^ acting over a pulley. Duriog the ascent of the piston, 
the weight G pulls the wheel d forwards ; hence the axis A, 
bearing the paddles, is constantly moving round in the same 
direction and by an equable force. " This is certainly,*' as 
Tredgold observes, ''a beautiful contrivance for rendering 
so irreg^ular a first mover equable ; and considering the ob- 
ject it was intended for, it is not a complex arrangement ; 
for besides equalizing the power, it gives a means of increas- 
ing or diminishing the velocity in the ratios of the diameters 
of the wheels." 

25. Payne and Howard, — A new method of generating 
steam was attempted by John Payne. His apparatus con- 
sisted of two vessels ; one of these, shaped like a balloon, 
and called the expanding vessel, was kept at a dark-red heat 
by the flue of a furnace ; the other was inserted within it, 
and resembled a kind of drum, having a series of pipes radi- 
ating from its circumference. The latter vessel, called the 
disperser, was made to revolve on a pivot, somewhat in the 
way represented at page 19, and was supplied with water 
by a vertical pipe, which passed through the exterior vessel. 
When water was introduced by the vertical pipe into the 
disperser, it was thrown by the revolutions of this vessel on 
that portion of the exterior vessel which was exposed to the 
heat of the furnace, and a rapid production of steam was 
thus occasioned. Payne says, that in the course of an hour 
he evaporated, by this method, forty gallons of water, which 
supplied a twenty-four inch cylinder ; and in experiments 
made at Wednesbury and Newcastle-upon-Tyne, he rarefied 
ninety gallons of water in an hour, by means of 112 pounds 
of pit-coal, being, he observes, about one-third only of the 
fuel required for the same purpose in common boilers. The 
principle of producing steam from the least possible quantity 
of water on a small surface, has been recently adopted with 
success by Mr. Howard, whose apparatus wiU be noticed 
hereafter. In his engine, other liquids, as alcohol, may be 
substituted for water. 
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26. Smeat(m.-^The Atmospheric Engine, haTing received 
slight improvements in its structure from various contribu- 
tors, was brought to its most finished state in the hands of 
Smeaton, in 1772. This industrious engineer first designed 
a portable atmospheric engine ; the fire-place was of a sphe- 
rical form, and enclosed within the boiler ; and in the room 
of the lever beam, a wheel of 6*2 feet in diameter, furnished 
with a chain, communicated the motion from the piston to 
the pump-rod. His attention was also directed to the econo- 
mizing of fuel, the expenditure of which he appears to have 
reduced to about one-third. EQs next endeavour was to 
determine the load upon the piston ; he appears to have 
fixed the amount at nearly eight pounds on the square inch 
of the piston, though he observes that any load may be 
employed, if the several parts of the engine be proportion- 
ably constructed. ''The labours of Smeaton," observes 
Tredgold, *' show the imperfect state of mechanical science^ 
as applied to practice, in a remarkable degree. Yet if it 
were hb labours on the steam engine alone on which his 
fame rested, there would be sufficient to command our 
esteem and respect; its further improvements, its close 
cylinder, its double action, undoubtecUy owed much of their 
|H>rfoction to the use of the modes of construction applied by 
Smeaton to tlie air-pump.** 



BSCAPITULATION. 



13* 'What is the general ol^t of machinertf in the con- 
struction of <>n^ini>s f Give an illustration of a change of 
miitum prvHluiHHl by machinery. — 14. Explain the con- 
st ruotunu and principK\ of Hero*s machine. — 15. Explain 
tho u\aoUiiu> of l^mnc*.— 16. AVliat new principle was intro- 
«.U\\hhI bv thto Marx)ui9 of AVorcwter? — IS. Explain the 
vHvutrlv*iHH> wl* IN^i^n <\*r th<» proiluction of a moving power. 
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What was the principal defect in his early experiments f — 
19. What new principle was introdnced by Savery? By 
what two powers was his engine made available to the 
purpose of raising water ? In what respect was his engine 
defective ? — ^20. What principle was adopted in the engine of 
Papin ? — 21 . Explain the important change introduced in the 
Atmospheric Engine of Newcomen. Explain, generally, 
the use of a cylinder and piston in steam apparatus. What 
is meant by gauge cocks, and how are they employed? 
What is meant by blowing the engine f By what cir- 
cumstance was Newcomen led to adopt the principle of 
injecting wat^ within the cylinder ? — ^22. What improve- 
ment was introduced by Potter? and by Beighton? — 
23. What was the principal feature in Leupold*8 Engine ? 
Explain the action of the four^way cock. — 24. Explain the 
mechanism and action of Hulls* Steam-boat. 
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CHAPTER III. 



SINGLE ACTING ENGINE OP WATT. 

27. Era of Watt, — The Atmospheric Engine, when 
brought to its most improved state by Smeaton, was still a 
more expensive power than that of horses, a considerable 
quantity of fuel and steam being consumed by it for useless 
purposes. To remedy these defects, and to introduce a new 
era in the history of the Steam Engine and Machinery, were 
reserved for the industry and talent of James Watt. This 
extraordinary man was bom at Greenock, in 1736. His 
attention was first directed to the subject of steam power in 
the year 1759. About two years afterwards, he constructed 
a model of a steam engine by adapting to the upper part of a 
Papin's digester (page 10), a syringe containing a solid 
piston ; steam was admitted into the syringe by means of a 
stopcock, and the piston was raised ; the stopcock was then 
closed, the steam permitted to escape by another cock 
inserted into the bottom of the syringe, and the piston 
descended. The practicability of a high-pressure engine 
was here proved; the principle was, however, abandoned, 
owing to the danger of bursting the boiler, the difficulty of 
making the joints tight, and the loss of a great part of 
the power of the steam from the non-production of a 
vacuum. In 1763, Watt had occasion to repair a model of 
Newcomen*8 engine belonging to the University of Glasgow ; 
he observed the great waste of steam employed for the mere 
purpose of raising the temperature of the cylinder to a requi- 
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site heiglit; he was surprised at the great quantity of 
injection water which was necessary, not only to condense 
the steam, but to reduce the temperature of the whole 
cylinder; he found that this quantity of water, becoming 
heated by contact with the hot cylinder, produced a steam 
within the cylinder which, to a certain extent, resisted the 
pressure of the atmosphere upon the piston. These circum- 
stances led Watt to apply the powers of his mind to the 
construction of an engine upon a plan which had not hitherto 
been suggested. 

28. Separate Condensation, — Watt perceived that, in order 
to make the best use of steam, the cylinder should be main- 
tained always at the same temperature as the steam which 
entered it ; and that the condensed steam and injection water 
should be cooled down to 100®, or lower, if possible. In fol- 
lowing out these views, it occurred to him, in 1765, that if a 
communication were opened between a cylinder containing 
steam^ and another vessel which was exhausted of air and 
other ftuidSy the steam, as an elastic Jiuid, would imme- 
diately rush into the empty vessel, and continue to do so 
untU it had established an equilibrium. This was the 
earliest idea of condensation in a vessel separate from the 
cylinder. In 1 769, Watt obtained a patent for his ' ' Methods 
of lessening the Consumption of Steam, and consequently 
of Fuel, in Fire Engines;** of which the following is the 
specification : — 

** First; That vessel in which the powers of steam are to 
be employed to work the engine, which is called the cylinder 
in common fire engines, and which I call the steam-vessel, 
must, during the whole time the engine is at work, be kept 
as hot as the steam that enters it ; first by enclosing it in a 
case of wood, or any other materials that transmit heat 
slowly; secondly, by surrounding it with steam, or other 
heated bodies ; and thirdly, by suffering neither water, nor 
any other substance colder than the steam, to enter or touch 
it during that time. 

** Secondly ; In engines that are to be worked wholly o^ 
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partially by condensation of steim, the steam is to be con- 
densed in vessels distinct from the aieam vessels or cylinders, 
although occasionally communicating' with them. Tliese 
vessels I call coudeuaen ; and whilst the engines are work- 
ing, these condensers ought at least to be kept as cold as 
the air in the neighbourhood of the engines, by application 
of water or other cold bodies. 

' ' Thirdly ; Whateser air or other elastic vapour is not 
condensed by the cold of the condenser, and may impede the 
working of the engine, is to he drawn out of the stearo 
vessels or condensers, by means of pumps, wrought by the 
engines themselves or otherwise. 

"Fourthly; I intend, in many cases, to employ the ei- 
pansive force (pressure) of Eteam to press on the pistons, or 
whatever may be used instead of them, in the same manner 
as the pressure of the atmosphere is now employed in com- 
mon fire engines. In cases where cold water cannot be had 
in plenty, the engines may be wrought by the force of steam 
only, by discharging the steam into the open air a^r it hu 
done its office. 

' ' Lastly ; Instead of using water to render the piston or 
other parts of the engine dr or steam-tight, I employ oils, 
wax, resinous bodies, fat of animals, quicksilver, and other 
metals, in their fluid stale. 

" Be it remembered, that the said James Watt doth not 
intend that any thing in the fourth article shall be under- 
stood to extend to any engine where the water to be raised 
enters the steam-vessel itself, or any vessel having an open 

29. Experiment of separate Condeaaalion. — No sooner 
had the idea of separate condensatiart occurred to Watt, 
than all the subsidiary improvements followed in quick sac- 
cession. To place an air-tight cover over the cylinder, with 
a hole and air-tight box for the piston to slide through, and 
to admit the pressure of ste^, instead of that of the atmo- 
sphere, to act upon the piston; to prevent the cylinder from 
cooling, by enclosing it vritfain another cylinder containing 
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flteun ; to reDtkr the piaton air-tight, not b; a stratum of 
water placed over it, which is obviotulf inapplicable in the 
present ease, bat bj means of lubricating lubstanceB ; to 
remove both the air and the water, accumulated hj injectioti 
and conden»ation of steata, by means of a pump : these im- 
proremente Mlowed like eorolloiies in his mind, so that in 
the course of one or two days, the invention wu put to the 
taK rf eiperiment. The ad- 
joined Bgare represents one of 
theeaiUest models of the ap- 
paiatni. A brass cylinder A 
la cloaed abore and b«low with 
tin plate, and furnished with 
a pipe G H, for the purpose 
«f conrejing steam firon) the 
b(^er B to both ends of the 
tjUadiKr, and another pipe F 
to convey steam &om the cy- 
linder to an empty vessel, call- 
ed the condenser C, into which a 
admitted. The condenser ci 
and piston, which served for a 
r and the p 




Fig. 13. 
1 injection of cold water is 
s below with a tube 
er pumpi the 
e placed in a cistern of cold 
water. The cylinder is represented in the figure as inverted. 
The stem ot the piston is perforated longitudinally, and s 
valve flied to its lower end, to permit the escape of the water 
produced by the condensed steam, on first filling the cylinder. 
The operation of this machinery is as follows. Steun is ad- 
■litted from tbe boiler into the cylinder and condenser, mitil 
all the air is expelled ; this period is indicated by the steam 
iesning from the valve at the bottom of the piston-rod. The 
ateaw cocks H and G are then cloeed, and the piston of the 
air-pnmp drawn up; a vacuum is thns produced in the con- 
denser, aiMl the steam issues into it from the cylinder and is 
condensed. The piston of the cylinder immediately rises 
and liAs a weight of about eighteen pounds, which is attached 
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to the lower end of the piston-rod. The exhaustion coek F 
is then closed, and the steam cocks opened ; steam is again 
admitted into the cylinder, the weight carries down the ps- 
ton, and the operation is repeated. The working of the 
model having sacceeded, the cylinder was placed upward 
and famished with a lever beam, as was usual in working 
engines. 

30. Single Acting Steam Engine, — In the year 1775, ^ 
patent was obtained by Watt, for an engine which has been 
called his Single Acting Steam Engine. It was at first 
employed for raising water and draining mines, by means 
of pumps; the motion required was, therefore, merely an 
upward force for raising the piston of a pump. This engine, 
in 1788, had attained the form presented in the opposite 
engraving. The apparatus here exhibited is enclosed within a 
building, the front of which is removed in order to show the 
works ; a vertical section is made of the several vessels eom- 
posing the engine, that the construction and operation of 
each may be understood. On the left of the figure, and on 
the outside of the building, is the boiler, enclosed in a case 
of brickwork ; on the right of the figure, and also outside 
the building, are the pumps by which the water is raised. 
S is a steam pipe, by which steam is supplied from the 
boiler to the cylinder C. The cylinder is closed at the top 
by a lid, through which the piston-rod moves up and down 
in a steam-tight collar, called a stuffing-box, B ; the upper 
part of the piston-rod is attached to the arched extremity G 
of a lever beam, which moves on a pivot, as in the atmo- 
spheric engine. The mechanism, by which the cylinder is 
alternately supplied with, and exhausted of, steam, consists 
in a tube and three valves, connected with the right side of 
the cylinder ; of these, G is called the vpper steam valvCy 
and is contained in the upper steam box A ; H is the lower 
steam valve, and is contained in the lower steam box A' ; 
I is the erhaustion valve, through which the steam passes 
to the condenser below ; these three valves are opened and 
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closed by means of handles, marked respectively G*, H*, I*. 
From the cylinder, the tube T* opens into the condenser D, 
which communicates by a yalye M with the air-pump, N ; 
the condenser and the air-pump are placed in a cistern of 
cold water, called the €old welly W ; a jet of cold water is 
allowed to play into the condenser by means of a valve £. 
The piston of the air-pump is furnished with valves which 
open upward, to admit of the passage of air and water to the 
upper part of the pump, where they escape into the cistern 
by the valve K, which prevents their return; the piston of 
the air-pump is worked by a rod Q, connected with the 
lever beam. 

81. Operation of the Single Action Steam Engine, — The 
above description of this engine will enable us readily to 
understand its mode of operation. 

(1 .) The first process consists in what is called blowing 
through ; that is, clearing the cylinder, condenser, and pipes, 
from atmospheric air, and filling them with pure steam, 
preparatory to working the engine. For this purpose, let 
the three valves G, H, and I, be opened, and steam admitted 
from the boiler through the pipe S ; the steam will presently 
displace all the air contained in the cylinder, the tubes, and 
the condenser ; the pressure exerted by the steam and heated 
air in the condenser will open the valve M, the valves in 
the piston of the air-pump will be opened upward, the steam 
and air will escape through the valve K into the cold cistern, 
and the several vessels will be filled with pure steam. The 
engine is now in a fit state for effective operation. 

(2.) The piston P being at the top of the cylinder, and the 
injection valve E being opened, a jet of water plays into the 
condenser, forming a vacuum, into which the steam from the 
cylinder instantly rushes through the tube T* and is condensed, 
leaving a vacuum in the cylinder below the piston. The 
valves H and I being now closed, and steam admitted by 
the valve G to the upper surface of the piston, this is im- 
mediately pressed down with a force corresponding to the 
pressure of the steam and the perfection of the vacuum in 
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the cylinder. This portion of the first stroke * of the engine, 
elevates the pump-rod R on the other side of the building, 
and raises the water to the height required. 

(3.) The upward motion of the piston is effected as follows. 
The upper steam valve G being closed, and the lower valve 
H opened, the steam is admitted below as well as above the 
piston, which, so far as the steam is concerned, is in a state 
of equilibrium, there being no force to resist its motion up- 
ward or downward, except its friction against the surface of 
the cylinder. In this passive state of the piston, the weight 
of the water on the piston of the pump, together with the 
weights attached to the piston-rod of the pump, draw down 
the corresponding side of the lever beam, and thus raise the 
piston in the cylinder on the other side. 

(4.) To effect the second stroke of the piston, the valve H 
must be closed, the valves G and I opened, and the con- 
densing valve y opened, in order to admit a jet of water into 
the condenser. The steam in the cylinder below the piston 
will immediately rush through the valve I into the vacuous 
condenser, and be converted into water, leaving a vacuum 
in the cylinder, into which the steam, admitted by the valve 
G, will immediately force down the piston ; and thus by the 
alternate opening and closing of the valves, the engine per- 
forms its work. 

(5.) It is well known that water contains a considerable 
quantity of air, which, being uncondensible, remains in the 
gaseous state after the steam has been condensed; unless 
this air were removed from the condenser, it would collect 
and impede the motion of the piston. The mode by which 
this air, together with the injected water, and the water 
produced by condensation of the steam, are removed from 
the condenser, is as follows. The piston of the air-pump 

* By a stroke of the piston is meant a double motion, viz., from 
the top of the cylinder to the bottom, and upward again. Its motion 
in one only of these directions, is called the length of the stroke. 
Hence, if the length of the stroke be five feet, the stroke itself is ten 
iaet. 
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is raised by the lever-beam to the top of its barrel, at the 
same time that the steam piston is raised to the top of the 
cylinder ; hence, a vacuum is produced in the barrel of the 
air-pump, and the water and air pass into it from the con- 
denser through the valve M. As the piston of the air-pump 
descends, it presses first upon the air, which opens the 
piston valves upwards and passes through to the upper part 
of the piston, then upon the water, which also passes through 
the valves ; these valves are then closed by the weight of the 
air and water, and the piston, in its next ascent, carries them 
both upwards, where they are discharged through the valve 
K into the cistern B. 

32. Application of Watfs Principle, — The application 
of the principle of separate condensation, as introduced by 
Watt, depended /irstf on keeping the cylinder as hot as the 
steam ; and secondly, on keeping the condensing water as 
cool as will suffice to render the vacuum perfect. 1. It is 
evident that by the cooling of the cylinder from exposure to 
Uie atmosphere, the steam within it would be liable to a 
diminution of force. To prevent this loss of heat. Watt 
first proposed to surround the cylinder with a casing of 
wood, this substance being a slow conductor of heat. He 
afterwards enclosed the cylinder within another cylinder, 
called & jacket, and kept the space between the two cylinders 
constantly filled with steam. 2. It is evident that the con- 
densing water, injected into the condenser, must be suffi- 
ciently cold, not only to condense all the steam which issues 
from the cylinder, but to reduce its own temperature, when 
mixed with the condensed steam, below the point at which 
it would produce vapour of sufficient pressure to impede the 
action of the piston in the cylinder. From experiments 
made by Watt on the pressure of steam at different tempera- 
tures, he found, that for the effective operation of the piston, 
the temperature of the water in the condenser must be re« 
duced to 100"*. 

88. Quantity of injection Water, — The quantity of water 
required to condense a given quantity of steam, so as to pra« 
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(luce a constant and effective yacuum m the coadenaer, may 
be readily calculated. The lalenl heat of steam being com- 
puted at 1000° (page a), and its sensible heat bfiug 212", 
or that of boiling water, the total amount of the heat of 
Bteam is 1212°; and this ajnonnt is to be reduced by the 
injection water to 100°. Supposing the injection water to be 
at the ordinary temperature of 00°, it b necessary for this to 
be raised to 100°. Henue it follows, that the steam must be 
deprived of 1112°, and the icater must receive 40° of heal. 
If the former of these numbers be divided by the latter, the 
result will be 27-8, or, in a round number, 28. If, therefore, 
the entire contents of the boiler be supposed to be converted 
into steam, the amount of injection water must be 28 times 
greater than that of the water in the boiler. To meet this 
demand, it is necessary that the cistern, in which the con- 
denser is placed, should be supplied with a sufficient quantity 
of water at the ordinary temperature of 60°. This is effected 
by means of a pump, called the cold pump, L, which is 
worked by the lever-beam of the engine, as represented in the 
engraving; as the water is pumped in, it sinks to the bottom 
of the cistern from its greater weight, while the portions 
heated by contact with the condenser rise to the top and are 
carried off by a waste pipe ; the contents of the cistern are 
thiu maintained at a uniform temperature. The pipe O 
forms a communicatioD between the hot cistern and the 
boiler, and is intended to supply the latter with water. It 
will be more particularly noticed hereafter. 

S4. Mechattism of the Valves. — The several kinds of valve 
employed in steam engines, wiil be described in a subsequent 
chapter. The valves used in the Single Acting Bngine of 
Watt, are those termed spindle, or button valves, and some- 
times puppet clacks ; thoy are seen in the engraving at G, H, 
and I. Each of them is provided with a lever, which plays 
on A pivot attached to the frame-work of the engine ; the 
lovcra arc fUrniahed with arms or bandies, G', H', and I', 
Thu Volvos are opened and shut by means of a rod or bar, 
called tliD plug-tree, attached to the rod of the ur-pump. 
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This plng-tree is provided at proper distances with projec- 
tions, called tappets, which strike the handles of the levers, 
as the heam ascends or descends, and thus open or close the 
valves at the proper periods. 



RXCAPITULATION. 

27. What were the defects of the Atmospheric Engine ? — 
28. Explain the principle of separate condensation. By 
what circumstances was Watt led to this important improve- 
ment ? — ^29. By what agent is the piston operated on, in its 
descent as well as its ascent, in the Single Acting Engine 
of Watt ? In what respect does this contrivance differ from 
that of Newcomen ? What alteration was introduced in the 
steam cylinder by Watt ? How was the cylinder maintained 
at a uniform temperature? How was the action of the 
piston-rod secured ? — 30. Explain, generally, the structure 
of the Single Acting Steam Engine y with particular reference 
to the condenser y and the air -pump, — 81. What is meant 
by a stroke of the engine? Give a general idea of the 
operation of the Single Acting Engine. — 32. At what tem- 
perature is the cylinder maintained in this engine ? At what 
temperature should the condensing water be preserved ? — 
33. What quantity of injection water is required to condense 
a given quantity of steam ? — 34. What kind of valve is em- 
ployed in this engine ? What is the plug-tree f 
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CHAPTER IV. 



DOUBLE ACTING STEAM ENGINE OF WATT. 

S5. Advantages of Wattes over NewcomerCs Engine, ^^ 
The advantages of the Single Acting Steam Engine of Watt^ 
over the Atmospheric Engine of Newcomen, may be briefly 
recapitulated. In the first place, the elastic force of steam 
is substituted for the atmospheric pressure, in carrying the 
piston to the bottom of the cylinder ; the power of Watt's 
engine is, therefore, capable of increase or diminution, ac- 
cording to the pressure of the steam employed, whereas 
Newcomen's engine is subjected to a less varying degree of 
pressure, viz., that of the atmosphere. Secondly, in New- 
comen's engine, there is considerable loss of effect by the 
cooling of the cylinder and piston, owing to exposure to the 
atmosphere \ in Watt's engine, this defect is remedied by 
closing the cylinder at the top, and encasing it entirely in 
an outer cylinder of wood, or some material of low conduct- 
ing power. Tiiirdly, in the Atmospheric Engine, the piston 
is rendered air-tight by means of water on its surface, and 
this contributes to cool the cylinder ; in the Steam Engine, 
in which water would be obviously inadmissible, the same 
effect is produced by the application of melted tallow, oil, 
and other liquid matters, to the piston. Fourthly, in New- 
comen's engine, the steam is condensed in the cylinder, by 
which means the cylinder itself becomes cooled, air and 
water accumulate within it, and the vacuum is rendered 
imperfect ; in Watt's engine, the steam is condensed in a 
separate vessel, the contents of which are removed by means 
of an air-pump ; a good vacuum is thus formed without 
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eooHng the cylinder. In both theee engines, howeTer, there 
is one grand defect — the motion produced hy them is nUer" 
tmitting; in the one case the pressure of steam, in the other 
the pressure of the atmosphere, is rendered ayailable to only 
one half of the stroke of the piston, Tix., the downward 
motion ; the upward motion, or other half of the stroke, 
being effected by a counter weight attached to the further 
extremity of the beam. It is obvious that the upward motion 
can communicate no impulse to machinery, and that the 
engine in both cases is necessarily limited in its application 
to the raising of water ; in other words, that it is a mere 
pump, worked by steam instead of by horses. 

86. Sun and Planet Wheels,— In 1781, Watt obtained a 
patent for some new methods of applying the reciprocating 
motion of the steam engine to produce a continued rotative 
or circular motion round an axis or centre, and thereby to 
give motion to the wheels of mills and other machines. One 
of the earliest of these contrivances, was the machinery 
termed, from its characteristic action, the sun and planet 
wheels. It is illustrated in the adjoined figure, 
in which a large metallic wheel, called ay?y- 
wheelf is represented, to which a rotative 
motion is to be given. Upon the centre or 
axis of this wheel, a small toothed wheel, 
called the sun^wheel, is firmly fixed, so that 
they both revolve together. The sun-wheel 
works in gear with another toothed wheel, Fig, 14. 
called the planet-wheel, the latter being so fixed to a rod 
as to be incapable of revolving on its centre. The rod b 
connected with the extremity of the working beam of the 
engine. Supposing the planet'wheel to be placed vertically 
beneath the sun-wheel, and the extremity of the lever to 
which it is attached to be at its lowest point of depression, 
it is obvious that, as the beam ascends, the planet-wheel 
will be carried to the top of the sun-wheel, and that, with 
the descent of the beam, it will be carried again to the 
bottom, and thus perform one revolution at each stroke of 
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the piston. But, as the planet- wheel does not revolve on 
its axis, it follows that for each revolution made by this 
wheel, the sun-wheel, and consequently the fly-wheel, will 
have performed two revolutions. The reader, who may be 
unacquainted with the laws of mechanics, may verify this 
statement by a simple experiment. Let him place two coins 
on the table, the one above the other on the same plane, and 
having their images in the erect position ; let him prevent 
one of the coins from revolving on its axis, by placing his 
finger on it, and gently rotate the other coin around the cir- 
cumference of the fixed one ; he will find that the image 
upon the revolving coin will present the erect position twice 
in completing one revolution around the fixed coin. The 
fixed coin represents the planet- wheel, and the revolving 
coin the sun- wheel. This contrivance was applied to many 
engines, and it possesses the advantage of communicating a 
double velocity to the fiy- wheel ; but the teeth of the wheels 
are soon injured by wear, and the machinery is liable to be 
broken by heavy strains. This method of producing the 
rotative motion, was soon superseded by that of the crank, 
which will presently be described. 

37. Principle of the Double Acting Engine, — ^In con- 
sidering the applicability of the steam engine to manufac- 
tures generally, it occurred to Watt, that if he could contrive 
to admit steam alternately above and below the piston, and 
at the same time produce a vacuum alternately below and 
above the piston, an impulse might be communicated by the 
ascent, as well as by the descent, of the piston, and a uni- 
form continuous action be thus produced. It was desirable, 
also, to convert this reciprocating action into a circular one, 
by a more effective means than that of the sun and planet 
wheels. On this subject Watt observes : — ** Having made 
my single reciprocating engines very regular in their move- 
ments, I considered how to produce rotative motions from 
them in the best manner; and amongst various schemes 
which were subjected to trial, or which passed through my 
mind, none appeared so likely to answer the purpose, as the 
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application of the crank, in the DUtoner of the common turn- 
ing' lathe; but as the rotative motioD is produced in that 
machine by impulse given to the cnnk in the descent of the 
foot only, it requires to be continued in its ascent by the 
flnei^ of the wheel, which acts as ify. Being unwilling 
to load my engine with a fly-wheel heavy enough to continue 
tbe motioD during the ascent of the piston (or with a 
fly-wheel heavy enough to equalise the matiou, even if a 
counter- weight were employed to act during the ascent), 
I proposed to employ two engines, acting upon two cranks 
fixed on the same axis, at an angle of 120° to one another, 
and a weight placed upon the circumference of the fly-wheel 
at the same angle to each of the cranks, by which means the 
motion might be rendered nearly equal, and only a very 
light fly-wheel would be requisite." In following out this 
plan, some very important changes were introduced into the 
machinery of the steam engine: the principal of these are 
the double acting cylinder, the parallel motion, the crank, 
the fly-wheel, and the governor. Each of these will flrat be 
severally described ; and their operation in the double aeling 
engine be afterwards pointed out. 

38. Double Acting Cylinder. — The first alteration to be 
noticed in the double acting engine is that of the cylinder. 
To ensure its double action, it is necessary to provide, al 
each end of the cylinder, a means of admiuion of steam 
from the boiler, and of escape for the 
steam to the condenser. For this pur- 
pose, a tteam box is fixed to each end 
of tbe cylinder, communicating id the 
one case with the upper, in the other 
with the lower, surface of the piston. 
In flg. 15, B is the upper, and B' the 
lower, steam box. Each of these boxes 
is famished with two valves. 1 • In the 
upper tleam box, the upper, or steam 
valve, S, admits steam from the boiler 
through a tube, the mouth of which is 
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seen immediately siboye the valve; the lower, or exhausting 
valve, C, permits the escape of the steam from the cylinder to 
the condenser, through a tube opening immediately below the 
valve. In this figure, the piston is at the top of the cylinder; 
the exhausting valve is therefore represented as closed, and 
the steam valve as open, for the admission of steam, which 
rushes through the passage D to the top of the cylinder, in 
order to force the piston to the bottom. 2. In the lower 
steam box, a corresponding mechanism is observed, and its 
valves must be worked at the same moment as those of the 
upper box, but upon an exactly opposite principle. The 
cylinder is full of steam, and the piston at the top; the 
steam valve 8* must therefore be closed, and the exhausting 
valve C* opened, in order that the steam may rush out at 
the passage D', and a vacuum be formed beneath the 
piston, to give effect to the steam which is now entering 
above it. 

In figure 16, the piston is at the bottom of the cylinder. 
1 . In the upper steam box, the steam valve S is accordingly 
closed, and the exhausting valve C opened, to admit of the 
escape of the steam from above the 
cylinder through the passage D into 
the condenser, and thus to produce a 
vacuum above the piston. 2. In the loiver 
steam box, the exhausting valve C is 
closed, and the steam valve S* opened, 
in order that steam may rush in by 
the passage J)\ and force the piston to 
the top of the cylinder. From the 
preceding description, it is evident, that 
the alternate motions of the piston de- 
pend on the opening and closing of the 
valves, alternately, in pairs. When the piston is at the top of 
the cylinder, the upper steam valve and the lower exhausting 
valve are to be opened, while the lower steam valve and the 
upper exhausting valve are to be closed. When the piston 
is at the bottom of the cylinder, this process is reversed. 
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39. Connexion of the Piston-Rod and the Beam, — In the 
single acting engine, the pressure of the steam acts on the 
piston only during its descent, its ascent being effected by a 
counter- weight attached to the further extremity of the 
beam; it is sufficient for this purpose, that the piston-rod 
be connected with the beam by a flexible chain. But, in 
the double acting engine, the pressure of the steam acts on 
both sides of the piston, which must therefore be pushed 
upward as well as pulled downward; the connexion between 
the piston-rod and the beam by any flexible medium is, 
therefore, obviously inadmissible: a chain cannot commu- 
nicate an upward impulse from the piston to the beam. To 
obviate this difficulty. Watt first proposed to attach to the 
piston an inflexible metallic bar, to the upper end of which 
was fixed a straight toothed rack, which should 
work in gear with corresponding teeth on the 
arched head of the beam, as shown in the ad- 
joined figure. But this kind of jarring action 
was found to be incompatible with the smooth 
action of a piston-rod working air-tight and 
steam-tight through the stuffing-box of the 
cylinder. Watt suggested other contrivances 
for producing a smooth and equable motion; 
he adapted straps or chains to the beam and 
to the piston-rod, so as to secure the required 
movements ; but these and other plans were presently su- 
perseded by the admirable mechanism which will be next 
described. 

40. Parallel Motion, — The difficulty was, to adjust the 
rectilinear motion of the piston-rod to the circular motion 
of the beam; without such adjustment, it is evident that 
either the piston-rod, being forced to the right and left 
alternately, at each motion of ascent and of descent, would 
be broken or bent; or that the stuffing-box would be so 
injured by these derangements of action, as to cease to be 
air and steam-tight. The contrivance by which these d' 
cnlties were removed by Watt, is one of the most b 
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inventions ever introduced into machinery. It has been 
termed the parallel motion; its mechanism may be under- 
stood by means of the subjoined figure. B represents the 
end of the beam, which is pulled downward, and pushed 
upward, by the motion of the piston-rod R P ; the motion 
of B is in the direction of the dotted curve; that of R P is 
rectilinear. To adjust these counteracting motions, a series 
of bars are introduced, which are moveable on pivots, and 
which by the balance of their action prevent the piston from 
deviating to any injurious extent froni the straight line. 




Fig. 18 



Two ^.red points of support are taken, the one at F, as near 
as possible to the line in which the piston-rod moves; the 
other at C, the centre of the working beam. Two perpen- 
diculnr bars, B R and E H, are attached to the beam at B 
and E; and two transverse bars, R H and F H, are added, 
the former connecting the lower extremities of the two ver- 
tical bars, the latter connecting the lower extremity of the 
vertical bar E H with the fixed point F ; all the bars move 
ftpecly on pivots at all their points of attachment. The head 
of the piston -rod is connected with the pivot at R. The 
diagram, fig. 19, relates to paragraph 41. 
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The action of this machinery is as follows. 1 . Let us ima- 
gine the end of the beam B to descend in the direction of the 
dotted curve. During its progress to the horizontal posi- 
tion, indicated by the dotted line k C, it is continually 
pushing the perpendicular bar B R outward; and this effect, 
if not counteracted, would disturb the rectilinear course of 
the piston-rod. But this outward push of the bar B R is 
counteracted by an inward pull by the rod R H upon the 
point R; the end H of the rod R H is preserved at a proper 
distance from the line of motion of the piston-rod, by means 
<rfthe rod called the radius rod, H F, which. is attached to 
the fixed point F ; and the rod U F, being thus fixed, 
describes, with its extremity H, the curve d g, which is 
directed inwardly, and counteracts the outward direction of 
the curve described by B. Hence it follows, that the top of 
the piston-rod R moves in a direction almost vertical. It is 
correct to say almost, for it is not strictly so; the devia- 
tion, however, from the vertical motion involves a minute 
calculation, and it is of comparatively little importance in 
practical operation. 2. As the beam quits the horizontal 
position in completing its descent, it is continually pushing 
the bar B R inward ; but this inward push of the bar B R 
is now counteracted by the outward pull of the bar H F, 
which now completes the curve g o, and, by means of the 
transverse connecting bar H R, maintains the piston-rod in 
its nearly vertical direction, d. It is obvious, that during 
the ascent of the beam, the same movements of the bars will 
secure the vertical ascent of the piston-rod. This beautiful 
contrivance represents, in fact, a kind of jointed parallelo- 
gram, three of the angles of which describe curves, while the 
fourth, which is connected with the piston-rod, moves nearly 
in a straight line. 

41. Motion of the Air 'Pump Rod, — The same machinery 
which regulates the motions of the piston-rod of the cylinder, 
also regulates those of the pump-rod. In the preceding 
figure 18, the upper part of the air-pump rod is represented 
at A K; it is connected at the top to the middle of the bar 
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E H, where it works freely on a pivot A. This macliinery 
may be reaililj understood by meaaa of figure 19, in which 
the bars composing it are separated from the beam, the 
letters being preserved precisely as in figure 18. C E and 
F H are two bars, working on pivots at the fixed points C 
trad F, and describing curves at their free extremities. The 
bar E H connects these free extremities, upon which it moves 
by pivots. From the antagonising action of the two tmns- 
verse bars, it follows, that the point A, the head of the air- 
pump rod, will move in a nearly vertical direction. 

i2, Hature of the Crank. — It has been shown that the 
alternate motions of the piston-rod, determined by the double 
acting cyliader, are communicated to the working end of tbe 
beam, to the curved motion of which they are adjusted by 
the contrivance of the parallel motion. The neit object was 
to convert the rectilinear motion, thus produced, into a 
rotator!/ motiou. So long as the force of steam was em- 
ployed for the mere purpose of raisiog water, no such motion 
was wanted; but when its application was required for tho 
purposes of turning the wheels of mills — of giving effect to 
the machinery of cotton manufactures and printing presses — 
of propelling steam vessels and other locomotive engines — it 
became necessary to impart a new direction to its operation. 
Tbe action of the sun and planet wheels, in producing a 
circular motion, has been already explained; this machinery 
was employed, under peculiar eirciunstances, for a time by 
Watt, but was abandoned by him, so soon as he was enabled 
to introduce into his engines the more successful action of 
the crank. The simplest idea of a crank is that of tbe 
handle to a wheel; its action is fam:liarly illustrated in the 
process of drawing water from a well: the bent handle at- 
tached to the wheel is first pushed out, then pulled in the 
opposite direction, and thus a continued rotatory motion is 
produced upon an axle. The application of this principle 
to the steam engine, and the variations of pressure on the 
crank of a steam engine, may be conveniently illustrated 
by curves. This will be readily perceived in tlie following 
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figure, which represents the lower portion of the connect- 
ing-rod, which works at its upper extremity on a pivot 
connected with the working 
extremity of the beam, as 
may be seen more completely 
in the engraving at the end 
of this chapter. The lower 
extremity of the rod is con- 
nected by a moveable joint 
at I with the lever I K. The 
centre or axis, to which the 
rotatory motion is to be com- 
municated, is indicated by the 
letter K. Hence it would 
appear, that as the connect- 
ing-rod moves upward and 
downward, it would carry the 
lever I K round the centre K, 
so as to occupy successively 
the positions denoted in the 
fig^ure by the dotted shadows of the lever; and thus a con- 
tinued rotatory motion would be communicated to the axis. 
43. Irregular Action of the Crank. — On considering more 
closely the action of the crank, it will be found to be by no 
means continuous in its motion. There are two positions 
which the crank assumes in its circuit, in which the moving 
power has positively no effect whatever in communicating a 
rotatory motion to it. 1. When the piston is at the bottom 
of the cylinder, the crank will be in the position denoted in 
the preceding figure: the joint I will be in a perpendicular 
line between the upper end of the connecting-rod and the 
centre K. It is obvious, that as the piston ascends in the 
cylinder, the connecting-rod will tend to push the joint I, 
not to the right nor to the left of the dotted circle, but 
directly downward upon the axis K. 2. When the piston is 
at the top of the cylinder, the crank will have performed 
half a revolution, and the joint I will be in a perpendicular 
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line below the centre K. As the piston descends, the con- 
necting-rod will tend to pull the joint I, not to the right nor 
to the left of the dotted circle, but directly upward upon the 
axis K. It is evident, that if in either of these positions, 
the action of the crank were for a moment to cease, it would 
be out of the power of the piston to put it again into motion. 
3. Another difficulty connected with the crank, is the in- 
equality of its motion. In two positions, it has been shown 
to be actually stationary. There are also two positions^ in 
which its action is most energetic ; and it becomes feebler in 
proportion as the crank moves from these points towards the 
two stationary positions above described. Let the reader 
once more direct his attention to the process of drawing 
water from a well; let him imagine his own arm to be the 
connecting-rod, and the handle of the wheel the crank ; he 
will find that his force is most effective, when the angle 
described by his arm upon the crank is a right angle; and 
that his force will become less effective, as the angle of 
leverage becomes smaller or greater. The application of 
this simple illustration to the crank of the steam engine is 
obvious ; and the result of it is a variable, instead of a 
uniform, unremitting action. In the following paragraph, 
a remedy for these inconveniences will be described. 

44. Nature of a Fly -Wheel. — In impelling machinery 
by force, it is frequently necessary that the force should be 
regulated. This necessity may arise from several causes. 
There may be a want of uniformity in the first moving 
powrry as in the Single Acting Engine, already described, 
in which the descent of the piston is effected by the pressure 
of steam, while its ascent is effected by a totally different 
means. Or, there may be a want of uniformity in the re- 
sistance wliich the force has to overcome, as in the crank 
doscribcd in tl\o preceding paragraph. To regulate these 
inconveniences and equalise the motion, a large heavy wheel, 
ettlleii a Jl y- wheel y is connected with the machinery, so as 
to rtn'oive its motion from the impelling power, to keep up 
the niolimi by its own inertia, and distribute it e^wa/Zy in all 
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parts of its revolution. If the moying power slackens, the 
fly-wheel impels the machine forward ; if the power tends 
to impel the machine too fast, the fly-wheel slackens it. 
The ohject of the fly-wheel, therefore, is to absorb, as it 
were, the surplus force at one part of the action of the ma- 
chine, and to give it out when the action of the machine is 
deficient ; by Leslie it was well compared to a *' reservoir 
which collects the intermittent currents, and sends forth a 
r«grular stream." On thU subject a writer in the Penny 
Magazine observes, that the '* fly-wheel may be considered 
as occupying the point of connexion between the produc- 
tion and the consumption of steam power. All the complex 
arrangements relating to the production and management of 
the steam have performed their wonted part when the fly- 
wheel is set in motion ; and we may dismiss the steam 
engine from this point, and regard the fly-wheel as a 
mighty workman, whose labours may be directed to the 
roughest as well as to the most delicate operations, — to the 
production of a cotton gown, a shilling, a Penny Magazine ; 
a workman to whom small things cease to be small, and 
great things cease to be great."— iVcir Series, 1841. 

45. Connexion of the Fly-wheel with the Crank, — In 
order to equalise the motion of the crank. Watt attached a 
fly-wheel to its axis, as represented in the plate at the end 
of this chapter. This wheel is made of large diameter, in 
order that its circumference may revolve rapidly ; it is of 
g^reat weight, being made of lead or iron, that it may ac- 
quire considerable momentum so as to render the motion as 
uniform as possible ; and it is so nicely placed upon the axis, 
as to be almost free from friction, and thus enabled to com- 
municate its motion to the axis, when this is required from 
the irregular action of the crank. The objects of the fly- 
wheel in the steam engine, as here described, are obviously 
twofold: first, to extricate the machine from the mechanical 
difficulties which occur at the two stationary positions of 
the crank ; and, secondly, to equalise the effects of the va- 
rying leverage by which the first mover acts on the crank. 
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But besides the irregularity in the action of the crank, there 
are other causes which, in the absence of a fly-wheel, would 
disturb the uniform velocity of the engine : there are vartO' 
tions of resistance, and of power. The resistance which an 
engine has to overcome, particularly in manufactures, is 
continually liable to vary ; it may be very great one hour, 
and very small the next. When the resistance is diminished^ 
or the moving power increased, the excess of force is ex- 
pended on the fly-wheel, to which a proportional momentum 
is communicated with little increase of velocity. When the 
resistance is increased, or the moving power diminished, 
the momentum accumulated in the fly-wheel continues the 
motion with little diminution of its own velocity. It is not, 
however, pretended that the equalisation of force produced 
by the fly-wheel, is perfect ; but it is sufficient for ordinary 
purposes ; and its efficiency will be proportioned to the 
mass of matter in the circumference of the wheel and to the 
square of the wheePs velocity. The next step in the pro- 
g^ss of improvement was to regulate the velocity of the 
fly-wheel. 

46. Use of the Crovemor. — It occurred to Watt that the 
velocity of the fly-wheel might be regulated by increasing 
or diminishing the supply of steam to the cylinder, as the 
occasion might require : if the wheel went too fast, the sup- 
ply should be limited ; if too slow, it should be increased. 
With this view, he adapted to the engine an ingenious piece 
of mechanism, which had been previously employed in regu- 
lating the machinery of mills, and which, from its charac- 
teristic olFect, is called the Governor. This contrivance 
consists in a kind of conical pendulum, connected on the 
one hand with the axis of the fly-wheel, and on the other 
with a throttle valve* in the steam pipe. In the following 



• Tlio various kinds of valve employed in steam engines will 
roquiro a separate notice. They will be arranged, illustrated, and 
Movorally described, in Chapter VII. The name of the valve here 
mod suggests its purpose : the steam tube is throttled by it. 
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%iire, two balls B B are suspended at x by inflexible 
bars fipom an axis or spindle, which is made to revolve by 
means of a rope connected with the 
axis of the fly-wheel, and working in 
the grooved wheel G of the spindle ; 
the velocity of the fly-wheel may there- 
fore be estimated by that of the grooved 
wheel of the spindle. The two bars 
are prolonged from the centre x to A A, 
where they are connected by moveable 
joints with two short levers, the upper 
extremities of whic^h are fixed to a move- 
able socket y. which slides up and down 

Ftp 2 1 
the spindle. This socket is one of the ^* * 

extremities of a straight lever y p, which is connected by 
moveable joints with two other levers, so as, entirely or par- 
tially, to open or close a valve v within the steam- pipe. If 
the fly-wheel move too slowly, the two balls collapse, the 
angles aX k k become proportionably obtuse, the socket y is 
forced upward, the extremity p of the lever is forced down- 
ward, and the valve v is opened for the admission of more 
steam. On the other hand, if the fly-wheel move too 
rapidly, the balls fly off from the axis of the spindle, by the 
centrifugal force, assuming the position of the dotted balls 
B' B* in the figure ; the angles at A A become proportion- 
ably acute, the socket y is pulled downward, the extremity 
of the lever p is forced upward, and the valve v is closed 
against the admission of steam. Such is the general princi- 
ple of the Governor ; different modes of combining the se- 
veral parts are adopted by different engineers. 

47. Connected view of the Double Acting Engine, — ^We 
are now in a condition to understand the relation which the 
several parts of the Engine, already separately described, 
bear to each other. In its general construction it resembles 
the Single Acting Engine, described and figured in the pre- 
ceding chapter, but it differs in several important features. 
Among these are, its capability of performing twice the 
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MDOODt of irork in die same tune, frcnn die 
aetion of the pressme, and of the coDdensalioD of 
each ascemt amd descemi of the piston ; its near 
tioo to nnifonnitT of power ; its economT of heat, 
•eqnentlT of foel, by the diminntion of cooling sor&ee; 
its reduced bulk. In the following engraring, taken 
tiie Taloahle work of Tredgold, a section of this cn^M k 
illnstrated ; a few additional remarks to those whidi lane 
afaeadj been made on its separate det^ls., will senc to ex- 
plain its general operation : 

(1.) At the right is seen the great horizontal sieam file 
S, which admits steam into the cylinder through the tkwwlde 
valet y which appears near S in the form of a diac The 
boiler is omitted in this plate, bat its connexioo iri& tte 
tube, and the means by which it is supplied with wns 
water, may be seen in the Single Acting Engine, p. 40. 

(2.) The dombU acting cylinder C, ite two steam bosM 
and four Talres, and the apparatus for working the Taheiy 
are the next objects which claim attention. Hie piston iff 
at the top of the cylinder. The upper steam Talre a isy 
therefore, represented as open for the admission of steam, 
the upper eidiausting yalre c as closed ; the condition of the 
two lower valves is reversed. The operation of opening and 
dosing these four valves is effected by a series of leros, 
terminating in one handle or spanner, which is worked by 
two pegs attached to the pump-rod R. Before the piston 
arrives at the bottom of the cylinder, the upper peg strikes 
tlio handle of the levers downward, and in a moment re- 
verses the condition of the four valves- The steam from 
al>ove the piston then rushes down through the perpendi- 
cular tube S, issues at the lower steam valve </, which will 
now be open, and forces up the piston ; but, before the 
piston arrives at the top of the cylinder, the lower peg 
•trikes the handle of the levers upwards, the condition of 
the valves is a^rain reversed, the steam below the cvlind^ 
rushes through the lower exhausting valve b into the con- 
denser B, and die stroke of the engine b repeated. 
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(3.) In the condenser B, the steam meets with a continual 
jet of cold water. In the single acting engine, the process 
of condensation is suspended during the descent of the piston, 
and the injection accordingly intermits during this inter- 
val ; but in the double acting engine, condensation goes on 
equally during the descent and ascent of the piston, and the 
condensing jet is therefore incessantly at play. The varia- 
tions which occur in the velocity of the piston (which will 
be noticed in the following chapter), and the consequent 
variations in the quantity of steam discharged into the con« 
denser, require corresponding variations in the quantity of 
condensing water; its amount is, therefore, regulated by 
the injection cock I, which is worked by a lever and handle. 
The water produced by condensation of the steam is removed 
by the air -pump A, and carried into the warm cistern, from 
which a portion of it is drawn by the pump L, and conveyed 
to the boiler, as shown in the engraving of the Single Act- 
ing Engine. The cistern containing the condenser, the air- 
pump, and the injection cock, is supplied with water by the 
pump N, on the left side of the beam. 

(4.) On the extreme left is seen the Jii/'wheel P, on the 
axle of which is fixed the a'ank ; and this is attached by the 
connecting-rod O with the working extremity of the beam A. 
Behind the connecting-rod is seen the governor ; this is 
connected by bevelled wheels with the fly-wheel, and it 
regulates, by a series of levers, one of which is seen at R, 
the throttle valve in the steam tube S. 

(5.) On the right extremity of the beam is seen the ap- 
paratus which produces the parallel motion. The moving 
parallelogram is represented Sit f b d g ; the rod d c is the 
radius rod: it terminates the arc of the circle through 
which the point d travels. At e is seen the extremity of 
the pimip-rod R, which is worked by the same machinery 
as that of the parallel motion. 

(6.) Returning to the left side of the beam, we find the 
pumping apparatus. D represents the barrel of the pump, 
and M is the pump-rod, which is connected with the beam 
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by mechanism similar to that of the parallel motion, already 
described. When the piston of the pump descends, the 
water is forced upward through the pipe G, and conveyed 
by appropriate channels to a distance and height propor- 
tional to the power of the engine. The barrel of the pump 
is filled through the pipe F by means of machinery adapted 
to this purpose below ; and, when the piston of the pump 
ascends, the valve at the left of the barrel opens, and the 
water rushes through in the same direction as that from 
the pipe G. The supply for the descent of the piston will 
rush in at the bottom valve from F, and be raised through 
the pipe G, as before. The valves with which the piston of 
the air-pump is furnished are termed clacks. They will be 
noticed under the article Valve in Chapter VII. 



RECAPITULATION. 

35. Describe the advantages which the Single Acting 
Engine of Watt possessed over the Atmospheric Engine of 
Newcomen, with regard to the capability of increasing or 
diminishing the power ; to the economy of heat ; to the 
method of rendering the piston air-tight; and to the mode 
of condensation. In what respect were both engines de- 
fective ? — 36. Explain the construction of the sun and 
planet wheels, and their operation in converting a recipro- 
cating into a circular motion. What is the advantage, and 
what are the disadvantages, of this mechanism? — 37. What 
is the principle of the Double Acting Engine of Watt ? — 
88. Explain the construction of the double acting cylinder, 
with reference to the steam boxes, and their valves. In 
what order are these valves worked during the performance 
of the engine P — 39. In what does the connexion between 
the piston-rod and beam ditfer in the single, and in the 
double acting engine? What is the cause of this dif- 
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ference? By what mechanism did Watt first propose to 
connect the piston-rod with the beam? What was the 
defect of this mode?— 40. By what contrivance did Watt 
erentiially adjust the rectilinear motion of the piston-rod to 
the circular motion of the beam? Explain generally the 
mechanism of the parallel motion. — 41. How is the air- 
pump worked in the double acting engine?— 42. What is a 
crank? Give a familiar illustration of the working of a 
crank. Explain the position of the crank in the steam 
engine. What is its action? — 43. Point out the irregu- 
larities in the action of the crank; and the inequality of its 
motion. — 44. What is the object of a fly-wheel generally? 
From what sources does irregularity of force occur in the 
operation of machinery? How does a fly-wheel regulate 
the force of machinery ?--45. To what part of the steam 
engine is the fly-wheel attached? What are the particular 
objects of the fly-wheel in the steam engine? How does 
the fly-wheel compensate for the variations of resistance, 
and of power, to which an en^e is liable ? How far is a 
fly-wheel efiective in equalising the force of the engine? 
—46. By what contrivance is the velocity of the fly-wheel 
regulated? Explain, generally, the construction of the 
governor f Describe its peculiar action.— 47. What are 
the most important features in the double acting engine? 
Describe the several parts of the engine as illustrated in the 
plate, according to the order of description in this para- 
graph. 
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CHAPTER V. 

APPLICATIONS OF THE EXPANSIVE FORCE OP STEAM. 
DOUBLE CYLINDER ENGINES. 

48. Discovery of the Expansive Force of Steam. — It has 

been incidentally remarked (p. 61), that the velocity of the 

piston is unequal at different parts of its stroke. This would 

appear to be the natural result of a heavy body descending into 

a vacuum. When the piston is at the top of the vacuous 

. cylinder, and steam is admitted above it, the piston begins to 

descend, its own inertia and its friction against the cylinder 

being the only impediments to its descent. As the piston 

continues to descend, its ovm inertia favours its motion; 

the steam having, thus, less resistance to overcome, presses 

the piston down with increased velocity. As the piston 

completes its descent, its velocity will obviously be still more 

increased. It occurred to Watt that this surplus force might 

be economised, and a moving power obtained in addition to 

that produced by the stroke of the piston. In 1769, he 

alludes to * * a method of still doubling the effect of the 

steam, and that tolerably easy, by using the power of steam 

rushing into a vacuum, at present lost. This would do little 

more than double the effect, but it would too much enlarge 

the vessels to use it all ; it is particularly applicable to wheel 

engines, and may supply the want of a condenser, where the 

force of steam only is used ; for open one of the steam valves, 

and admit steam until one -fourth of the distance between it 

and the next valve is filled with steam, then shut the valve, 

and the steam will continue to expand, and to press round 
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the wheel, with a diminishing power ^ ending in one-fourth of 
its first exertion. The sum of the series you will find greater 
than one-half, though only one-fourth of steam was used. 
The power will indeed be unequal, but this can be remedied 
by a fly, or by several other means.'* Upon this principle, 
the motions of the piston are effected, partly by its own 
inertia, and partly by the expansive force of a certain quantity 
of steam insulated in the cylinder. 

49. Watfs application of the Expansion of Steam. — The 
application of the expansive force of steam, as a moving 
power, will be readily understood by being illustrated in a 
particular case. If a piston, loaded with a weight of one 
ton, can be raised to a height of four feet, in a cylinder 
filled with steam at the ordinary pressure of one atmosphere, 
it follows that the same piston, loaded with a weight of four 
tons, can be raised to a height of one foot, in a cylinder one- 
fourth full of steam of four times the ordinary pressure. 
The following figure represents a cylinder and piston in this 
condition : the piston is raised one foot by steam of the 
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pressure of four atmospheres. Let the supply of steam be 
now cut off. The piston will continue to rise in the cylinder, 
by the expansive force of the steam beneath it, though v.ith 
a gradually diminishing force. When the piston has bocn 
raised a second foot, or has reached the point indicated 
by the figure 2, on the left of the cylinder, the volume of 
the steam has been doubled, and its pressure is reduced to 
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that of two atmospheres, as indicated by the fibres on the 
right of the cylinder. When the piston has been raised a 
third foot, the Tolume of the steam has been trebled, and its 
pressure is further reduced to that of one atmosphere and a 
third. When the piston has been raised the fourth foot, the 
Tolume of the steam has been quadrupled, and its pressure 
is that of one atmosphere, or of what is commonly called 
low-pressure steam. Throughout this process, therefore, 
the piston has been raised three feet by means of a force 
gradually diminishing from a pressure of four to that of one 
atmosphere, without any additional expenditure of steam, 
but simply by the expansion of a certain quantity of steam 
which had already produced its usual effect. In reference 
to the economy of employing the force of steam, expcmsivefy. 
Watt states, that when the steam is cut off at one-fourth of 
the descent of the piston, — **when only one-fourth of the 
steam necessary to fill the cylinder is employed, the effect 
produced is more than one -half of the effect which would 
have been produced in filling the whole cylinder full of 
steam, by admitting it to enter freely above the piston dur- 
ing the whole course of its descent." Watt stated, that the 
advantage of this method of working a steam engine increases 
in proportion as the supply of steam is sooner cut off, but 
that the increase is not great after the steam has been rare- 
fied four times; that the engine becomes more manageable, 
and is more easily adapted to every variation in its task, and 
all its powers are more easily computed. Thus: — 
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The expansive principle was adopted in 1776, at the Soho 
Manufiietory, Birmingham; soon afterwards at the Shadwell 
Water- works, and at several other places. The application 
of the principle was, however, limited in Watt's engines, 
owing to his employing steam of low pressure, and cutting 
it off after the piston had performed from half to two- thirds 
of its stroke; the effect of this was little more than to admit 
<^ the piston exhausting its velocity hy the time it had 
reached the bottom of the cylinder. The operation of the 
expansive principle in the Cornish Eng^es is much more 
effective; in these, steam of the pressure of four atmospheres 
is employed, and its supply cut off at one-fourth of the 
stroke of the piston, as in the preceding figure. 

50. Homblower*s application of the Expansive Prtn- 
ciple, — In 1781, Jonathan Homblower obtained a patent for 
a new mode of applying the expansive force of steam, ^liis 
plan, had it been carried into effect, would have combined 
two advantages over that of Watt: first, it would have pro- 
duced a more equable method of employing steam; and, 
secondly, it would have rendered steam of high pressure 
available in small cylinders at less risk. Watt had dis- 
covered, that when steam is confined above the piston in a 
cylinder, and a vacuum exists below it, the expansive force 
of the steam will continue the motion of the piston, till an 
equilibrium is produced between the moving power and the 
resistance arising from friction, &c.; and that, by this means, 
a force is obtained beyond that of the ordinary pressure of 
the steam. Hornblower proposed to use two cylinders of 
unequal sizes, attached to the same beam, and so connected 
together by pipes, that, after the steam had performed its 
ordinary effect in the one cylinder, it might expand into the 
other with a diminishing force, and thus act at the same 
time upon two pistons. This contrivance is represented in 
the following figure. A and B are two cylinders, with their 
pistons. The smaller cylinder is supplied with steam from 
the boiler by the pipe F ; the steam is admitted to, or cut 
off from, the upper part of the piston by the valve G. The 
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steam tube H connects the upper and lower parts of the smaller 

cylinder, the steam being admitted or cut off by the valve I. 

The lower part of the smaller 

oylinder is connected with the 

upper part of the larger cylinder 

by the bent steam tube K; the 

valve L admits or prevents the 

supply of steam from the former 

to the latter. The steam tube M 

communicates between the upper 

and lower parts of the larger 

cylinder, and is provided with 

the valve N. The tube P leads to -"^ o 

the condenser, and is furnished ^»^- 23. 

with the valve O. Thus we have a series of passages and 

valves by which steam is admitted into, and allowed to 

escape from, both cylinders at the proper periods. Let us 

now consider the action of these cylinders during each part 

of the stroke of the piston: — 

(1.) In figure 23, the pistons are at the top of the cylin- 
ders. The piston-rods are connected with two arched heads 
of the beam, at a distance from each other corresponding 
with the length of the cylinders, so that both may act 
together at each ascent and descent of the beam. Let both 
cylinders be supposed to have been 'blown through,' filled 
with steam, and their valves closed. Let the valves G, L, 
and O, be opened, as represented in this figure ; the steam 
will then rush into the condenser from the larger cylinder, 
which will become vacuous; steam will enter through G, 
and press down the piston in the smaller cylinder; the 
steam beneath this piston will thus be forced through the 
tube K into the upper part of the larger cylinder, and press 
down its piston, so that both pistons will descend at the 
same time. It is important here to advert to the different 
pressures of the steam in the two cylinders : in the smaller 
cylinder, the pressure of the steam is continually increasing, 
owing to its unintermitting supply from the boiler above the 
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piston, and to the gradual expansion of the steam below it 
into a larger bulk; whereas, in the larger cylinder, the 
pressure of the steam is continually diminishing, owing to 
the gradual expansion of the steam above its piston into a 
larger bulk, and to the space beneath it being vacuous. 
The force, therefore, which presses down the piston in the 
smaller cylinder, is the result of the excess of the increasing 
pressure of the steam in this cylinder over the diminishing 
pressure of the steam in the other. This difference of pres- 
sure in the two cylinders is adjusted by their difference of 
size. 

(2.) In figure 24, the pistons are at the bottom of the 
cylinders. The conditions of the valves are now reversed; 
G, L, and O, are represented as closed; I, and N, as opened. 
By the closure of the three valves, no steam can enter into the 
smaller cylinder from the boiler, no steam 
can escape from the larger cylinder into 
the condenser, nor can steam pass from 
one cylinder into the other. By open- 
ing the two valves, the steam commu- 
nicates from the upper to the lower part 
of the piston in each cylinder; the pis- 
tons are thus in a state of equipoise, and *^* * 
are drawn to the top of the cylinders by the means of coun- 
terweights attached to the pump-rods, as in Watt*s Single 
Acting Engine (page 40). When the pistons have reached 
the top of the cylinders, the condition of the valves is again 
reversed, and the stroke repeated. The effect anticipated 
from Homblower*s method, was nearly the same as that 
produced by Watt's plan of cutting off the steam before the 
end of the stroke. Hornblower appears not to have intended 
to use steam of high pressure. 

51. Wool/* 8 application of the Expansive Principle. — ^In 
1B04, Arthur Woolf obtained a patent for combining the use 
of the double cylinder engine of Hornblower with the con- 
densing apparatus of Watt. The novelty of his claims con- 
filsted in the assumption of a new law of the expansibility of 
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steam. He imagined that he had proyed, by experiment^ 
that high-pressure steam will expand to the extent of 
doubling its original Tolume for every pound of pressure 
above that of the atmosphere, and still retain an elastic 
force equal to that of the atmosphere, the temperature being 
unaltered ; and, hence, that steam, generated at a pressure 
of fifty pounds on the square inch, will expand to fifty times 
its bulk, and still retain a pressure of fifteen pounds, or that 
of the atmosphere. But these statements are at variance 
with the established law of the expansion of fluids. It is 
well known, that the temperature being imaltered, the 
volume of elastic fluids is inversely as their pressure; and 
that, consequently, steam generated at a pressure of fifty 
pounds, will expand only to four times and a fraction of its 
bulk, assuming the pressure of the atmosphere to be fifteen 
pounds on the square inch. 

52. Cartwrighr s Single Acting Engine.^ln 1797, Dr. Ed- 
mund Cartwright obtained a patent for a new and ingenious 
mode of constructing the steam engine. The only novelty 
in this machine is the introduction of a metallic piston, 
which was formed by rings of metal pressed from within 
outwardly against the cylinder, so as to be rendered air- 
tight without the employment of the usual means (see 
chapter VII.) Among the results anticipated from the new 
arrangement, was the substitution of alcohol for water; for, 
as the vapour by which the engine was to be worked would 
circulate through the machine without material loss, one 
supply of alcohol would be sufficient to keep the engine at 
work, and it was supposed that thb would require only half 
the quantity of fuel usually employed. Cartwright's eng^e 
is represented in the opposite figure. Steam is conveyed 
from the boiler to the cylinder by the steam tube B, a por» 
tion only of which is seen in the figure. There are two 
valves, the steam valve, T, and the piston valve, R; these 
are of the sort called spindle valves (see chapter VII.), and 
are contrived so as to work themselves. D is a pipe which 
conducts the steam frt>m the cylinder to the condenser. The 
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condenser consists of two cylinders, nearly of the same 
size, placed one within the other ; the water of the cistern 
fills the inner cylinder, and surrounds the outer one; the 
steam, occupies the narrow space between them, and is con- 
densed by contact with the cold surfaces. The air-pump is 
placed directly below the steam cylinder ; its piston-rod is 
connected with the piston of the cylinder. F is a pipe lead- 
ing from the condenser to the air-pimip ; from this pipe the 
condensed steam passes through the ^alve G into the pump- 
barrel, whence it is forced into the hot cistern H, which is 
furnished with a valve for regulating the quantity of air, 
and a pipe I for supplying the boiler. The action of this 
machinery is yery simple. 1. Let us suppose the piston to 
be at the top of the cylinder. In reaching this position, it 
strikes the tail of the steam yalve T upward, and opens it 
for the admission of steam ; at the same time, the stem of 
the piston valye R strikes i^ainst the upper part of the 
cylinder, and the valye is firmly closed, so as to prevent the 
escape of steam from the cylinder. 2. Let us now suppose 
the piston to be at the bottom of the cylinder. A projecting 
spring K, attached to the piston-rod, strikes the stem of the 
steam valve T, and closes it against the supply of steam; at 
the same time, the tail of the piston valve R strikes against 
the bottom of the cylinder, by which means the valve is 
opened, and the steam escapes from above the piston into the 
condenser. 3. The valve in the hot cistern opens inwardly; 
it is connected with a ball, which floats on the surface of the 
water. When the air accumulates in too great quantity, it 
presses on the surface of the water; the level of the liquid 
falls, the ball falls with it, and the valve is opened for the 
escape of the air. The pressure of the air drives the water 
into the boiler, which is thus supplied unceasingly by the 
enj?ine. 4. The descent of the piston-rod is effected by the 
pressxire of steam which rushes in by the valve T; its 
ascmt \s siH^ureil by tlie momentum of the fly-wheeL On 
the avis of the fly is fixed a small- toothed wheel, which 
wovkst in j:rt\ir with a larger- toothed wheel, M ; and this is 
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connected by means of a crank to one extremity of a trans- 
verse bar attached to the head of the piston-rod. At the 
other extremity of the transverse bar, are fixed a similar 
crank and wheel, L. The fly-wheel receives its impulse 
during the descent of the piston, which it raises at each 
stroke by the momentum thus acquired. The construction 
of Cartwright's metallic piston will be described in a subse- 
quent chapter. 



RECAPITULATION. 

48. Explain the inequality of velocity in the piston. How 
did Watt propose to avail himself of the surplus force thus 
produced? Upon what principle may steam be used, ex- 
pansively, as a moving power?— 49. Illustrate the principle 
by describing the motion of a piston in a cylinder. In. what 
ratio is the motion of the piston diminished with the pro- 
gressive expansion of the steam ? What is the amount of 
effect gained by the use of the expansive force of steam? 
By what means may the greatest effect be produced in this 
mode of employing steam ? How was the efficiency of this 
method limited in Watt's engines?— 50. What advantages 
were proposed in Homblower*s application of the expansive 
principle? What novelty was suggested by him in the con- 
struction of the steam engine? How did he propose to 
apply the expansion of steam in his double cylinder? Ex- 
plain the action of the two cylinders. What is the differ- 
ence of pressure exerted by the steam in the two cylinders? 
What is the cause of this difference ? What was the amount 
of effect anticipated from Homblower*s plan, as compared 
with that of Watt? — 51. State the law of the relation which 
subsists between the volume, and the pressure, of elastic 
fluids? Explain the erroneous view of Woolf on this sub- 
ject. — 52. What novelty was introduced into the steam 
engine by Cartwright ? Explain the principle of his engine. 
How are the valves worked? 




CHAPTEK VI, 



53. General Remarks. — In the four preceding ehapten 
the attention of the reader has been mainly directed to the 
labours of Savery, Hewcomen, and Watt, in perfecting a 
stationary engine for a specific purpose. Numerous ctm- 
tiivances for applying steam to the production of mechanical 
power, have been from time to time introdaced ; many of 
these have been hitherto omitted, as haviog no direct appli- 
cability to the steaia engine of tlie present day; they will, 
however, be incidentally noticed in the subsequent chapters. 
We are now in a condition to advert to the locomotive engine 
of modem times, as employed for land, or marine, transport. 
There are two kinds of steam engine iu general use — the 
hiffk-presBure engine, and the low-pressure engine. The 
former of these is sometimes termed the non-condensing 
engine, owing to the absence of a condensing apparatus; 
the steam, in this case, instead of being condensed, is dis- 
chai^ed from the engine into the atmosphere, after having 
performed its task; the latter, or low-pressure engine, is 
also termed the condensing engine, from the presence of the 
condensing apparatus. The high-pressure engine is obvi- 
ously the more simple of the two, its essential parts being 
only two in number, the holler and the cylinder; whereas, 
the low-pressure engine requires the presence of a third 
part, the condenser. Engines are sometimes employed, 
which combine the principles of both these engines, being 
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worked by high-pressure steam, which is condensed instead 
of being discharged. In pursuing this subject, the several 
parts of the modem steam engine, and their modifications, 
will be first described ; their combinations, and relation to 
each other, in the entire engine, will be illustrated after- 
wards. Some preliminary observations will be made on the 
nature of combustion and combustibles, and of high-pres- 
sure steam. As it will now be necessary to enter into more 
minute details than heretofore, a tabular view of the con- 
tents of this chapter may be found useful: — 

1. Of Combustion and Combustibles. 

1. Supply of oxygen, 

2. Supply of atmospheric air. 

2. Of High' Pressure Steam„ 

1. Pressure by pounds* 

2. Pressure by atmospheres. 

8. Of Safety Apparatus. 

1. Safety valves. 

2. Fusible plugs. 

3. Steam gauge. 

4. Of Steam Boilers. 

1, Extent of surface. 

2. Capacity for steam. 
8. Capacity for water. 

4. Forms of boilers. 

5. Strength of boilers. 

6. Materials of boilers. 

7. Deposits on boilers, 

8. Feeding apparatus. 

5. Of Self-regulating Furnaces. 

54. Of Combustion and Combustibles. — The term com* 
bustion denotes the combination of oxygen with some other 
body, attended by the evolution of heat and light; the latter 
body is called a combustible, or a body capable of being 
burned ; if employed for producing heat alone, it is called 
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fuel. There are various substances which, when heated to 
a certain temperature depending on their nature, begin to 
give out heat, and continue to do so until the whole of 
the substance be burned^ or, philosophically speaking, be 
changed into new products, which, being principally gaseous, 
are, under ordinary circumstances, dissipated in the atmo- 
sphere. The amount of heat, emitted during combustion, 
varies with the substance burned ; it is, however, definite, 
and may be measured; the plans usually adopted for this 
purpose, are, to melt ice, to raise water from the freezing to 
the boiling point, or to convert water into steam. The 
amount of heat emitted, appears to be in proportion to the 
amount of oxygen which combines with the combustible 
body: the greater the quantity of oxygen consumed, the 
greater quantity of heat is developed. The following table 
shows the amount of heat emitted by burning four substances 
of variable quantity with an equal quantity of oxygen : the 
amount is nearly the same : — 

Ibt. of water 

1 lb. oxygen with hydrogen heats from 32° to 212° . 29 J 

** with charcoal 29 

** with alcohol 28 

** with ether 28J 

Tredgold states that the average heat for the production of 
effect is about 1200° ; and, in order that the fuel and its 
products may remain in this temperature until they shall be 
consumed, the following circumstances must be attended 
to:— 

(1.) A quantity of air sufficient to supply the oxygen 
required for combustion, must have as free access as possible 
to all the parts of the burning mass, and with as little 
exposure of the surface of the mass to the cooling effect of 
other air, as the draught of the chimney will allow. 

(2.) The quantity or mass of fuel in combustion, must 
be of such a proportion to the quantity and temperature of 
the surface to which it communicates heat, that it can only 
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lose as much heat as it generates when it arrives at the hest 
temperature for comhustion ; allowing for the cooling effect 
of the surface acted on by the air required in the process. 

(3.) The flame and smoke must be kept in contact with 
the vessel, as long as it is capable of affording heat. 

(4.) The fluid to be evaporated should enter so as first to 
receive the heat where the smoke last acts on the fluid, 
80 that there may be the greatest possible difference of tem- 
perature between the smoke and the fluid ; and, consequently, 
that the fluid may deprive the smoke of heat, as it becomes 
gradually heated to the temperature of the vapour before it 
arrives over the fire. 

55. Supply of Air for Effective Comhustion, — The dif- 
ferent kinds of fuel require different quantities of oxygen for 
their effective combustion. The amount of oxygen required 
for the combustion of the different kinds of coaly varies from 
nearly two to three pounds of the gas for each pound of the 
foel. Oxygen constitutes about one-fifth of atmospheric 
air, and twelve cubic feet of oxygen are required to weigh 
one pound. Hence, sixty cubic feet of common air are 
required to yield one pound of oxygen. But Tredgold states 
that it is not possible to render the whole of the air effective ; 
that part of it will escape unchanged by combustion ; that 
he usually considers only two-thirds to be effective; and 
that, therefore, ninety cubic feet of air are required to yield 
one pound of oxygen. It appears, from his calculation, that 
the quantity of air and smoke may be stated in round 
numbers, for coal and coke, at 2000 cubic feet for each cubic 
foot of water converted into steam, and for wood at 4000 
cubic feet. The importance of this knowledge in the con- 
struction of gi^ates for the boilers of steam engines, and in 
the adjustment of the draught of the chimney and ash-pit, is 
obvious. 

56. High-Pressure Steam. — The method of generating 
high-pressure steam has been described and illustrated at 
page 10. Some further observations on this subject are here 
necessary, as it is important to be enabled to ascertain with 
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readiness the amount of pressure produced under such cir- 

cumstaDces, in order lo prevent eiploBion, 

(1.) Let the mouth of a vessel in which ateam is generating, 

ta in the figure, he supposed to t« an inch 

square, and a weight W of one pound kid 

upon it ; when the elasticity of the steam 

is sufficient to ruse this weight, it is aaid 

to ^have a pressure of one pound on the 

square inch. If the weight be increased 

to any number of pounds, the steam which 

is elastic enough to raise it, is said to have 

a pressure of a corresponding number of 

pounds on the square inch. The amount of pressure usually 

adopted in high-pressure engines, ranges from 15 to 120 

pounds on the square inch. 

(2.) The increasing elasticity of high-pressure steam may, 
howerer, he measured, not with reference to the weight of 
one pound, but to that of Meen pounds, or one atmosphere. 
upon the square inch. The attention of the reader is par- 
tioulacly directed to what has been aaid on this subject at 
pages 10 and II. The pressure of steam ia there measured 
by ita effect in raising a column of mercury of 30 inches in 
height, which weighs fifteen pounds, within a tube. By 
substituting for the column of mercury another kind of 
weight of fifteen pouuds, as in the above figure, the principle 
is transferred at once from Fapiu'a Digester to Ihu boiler of 
a steam engine. Supposing the weight employed in fig. 26 
to be fifteen pounds, the steam which ia sufficiently elastic 
to raise it, ia said to have a pressure of one atmosphere; if 
tlie weight #ere equal to thirty pounds, it would require 
steam of the presEure of two atmoapherea to raiae it^ and so in 
proportion. A different method of designating these pressures 
ia sometimes adopted. Common steam, generated in open 
vessels, has sufficient elasticity to balance the pressure of the 
atmosphere, and rise against it ; it is, therefore, irequently 
called steam of one atmosphere ; consequently, when it ia 
confined, and of sufficient elasticity to raise a weight of 
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fifteen pounds, it is said to haye a {iressnre of two atmo« 
spheres. This difference of expression is readily adjusted by 
specifying whether the pressure, spoken of, is the total 
pressure of the steam, or merely its excess aboTO the pressure 
of the atmosphere. 

57. Safety Valves, — The danger of explosion arising 
from the employment of steam of too high a pressure, led to 
the introduction of the safety valve. The simplest idea of 
this precautionary apparatus is suggested by the rude expe- 
riment described in the last paragraph but one. There are 
seyeral kinds of safety valve. 1. The apparatus most com- 
monly in use for this purpose, is represented in the figures of 
Savery's and Papin*s engines, pages 28, 24 ; a safety valve 
is there represented as fitted in the boiler of the former, and 
in the boiler and cylinder of the latter, engine. This form 
of valve is called the lever ^ or the steelyard, safety valve. It 
consists of a conical plug, fitted to an aperture in the boiler^ 
and retained in its seat by a weight suspended to a lever. 
The lever being graduated, and the weight moveable, the 
engineer is enabled to adapt the weight to the required 
pressure of the steam. For greater security, a second valve 
is sometimes added, with a less load upon it, so as to 
open first, and thus apprise the attendant of the increasing 
pressure of the steam. 2. In locomotive engines, in which 
steam of very high pressure is used, spring valves are 
employed. One of these is shown in the adjoined figure. A 
series of curved springs S P are ^ 

arranged in pairs, alternating in 
opposite directions, within a square P^ ^ 

frame. These springs are made to 
press upon the valve n, by means 
(^ the transverse bar nt, the pressure 
being regulated by a screw t. An 
engine should always be provided 
with two such valves, one of which 
should be enclosed in a metallic 
case and locked up, to prevent the jr^., 27. 








1 




s 




p 








/ 






w 


1 — 1 





80 FUSIBLE PLUGS. 

load being incautiously increased by the attendant beyond 
the limit of safety. 3. The extent of surface o{ the Yshe Sit 
its lowest part, where it is exposed to the pressure of the 
steam in the boiler, must be adapted to the force of the steam 
employed. It is obvious that it must be large enough to 
allow the steam to escape from the boiler as rapidly as it is 
generated within it. The force of the steam should be rather 
more than what is actually required to work the engine ; in 
low-pressure boilers it is usually about five pounds on the 
circular inch ; supposing, then, the diameter of the lower 
surface of the valve to be three inches, its area will be nine 
inches ; and this number, multiplied by the number of 
pounds, gives the proper weight to be laid on the valve in an 
engine working at this pressure, viz., 45 pounds. The valve, 
so loaded, will not open, until the steam acquires a higher 
pressure than that of five pounds on the circular inch. 

58. Fusible Plugs. — For high-pressure boilers, additional 
precautionary means against the risk of explosion have been 
adopted. The idea of a high-pressure engine had occurred 
to Leupold (page 30) ; it had also occurred to Watt ; but 
it is to Messrs. Trevithick and Vivian that we are indebted, 
in 1802, for the practical application of high-pressure steam. 
To guard against the danger of explosion, Trevithick bored 
a hole in his boiler, and plugged it up with lead, at such a 
height from the bottom of the boiler, that this vessel could 
never be exhausted of its water by boiling without exposing 
the lead to be melted, and thus opening a vent for the escape 
of the steam. Upon the same principle, a plug of some 
fusible metal is tightly fastened into a hole at the bottom of 
the boiler, so that it may melt, and allow the water and 
steam to escape, whenever the temperature of the boiler 
rises higher than its due degree. Fusible metal plugs are 
liable to objections. First; their melting points are much 
higher than is compatible with the pressure to which the 
boiler is adapted: lead melts at 612°, and at this tempe- 
rature the pressure of the steam would be equal to that of 
about 150 atmospheres; tin melts at 442°, and this tempe- 
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ratnre would cDrrespond to ■ preHore of more thu 25 
ktmospherea. Secondlj; melal plug* which tre fusible at 
the fbll pressure of the steam in the boiler, would become 
■oftaned bj the continned ordinarf temperatore, so as to be 
onflt to retain the steam at ita working preasore. Various 
alloj/i ofmetalt are, however, fusible at temperatures lulfi' 
oently low for the purpoae; they maj be formed so as to 
melt at temperatures ranpng from 212° to upward of C00°; 
an allof formed of one part of lead, three of tin, and five 
of bismuth, melts at the common tempersturs uf boiling 
water ; and by combining these metals in different propor- 
tions, alloys nuy be produced which melt at progreasitelj' 
h^o" temperatures. But, as Tredgold obserres, we hare 
no evidence that the melting points remain pennancnt in 
alloys which are r^^ularly exposed to a heat so nearly ap- 
proaching to that at which they fuse when newly formed. 
The fusible plug may be adopted as an auziliary means of 
safe^, but cannot be relied on with much confidence. 

59. Mercurial Steam Gauge. — Another and a very dif- 
ferent mode of ascertaining at all times the pressure of the 
■team, is that afforded by the mercurial gauge. This in- 

sts of a tube bent as represented in the figure, 

I with the boiler 
at one extremity C, and open at 
the other. The tube contains 
some mercury, which is forced 
down the shorter, and np the 
longer, leg, by the pressure of 
the steam. If the tube be made 
of glass, a graduated scale is 
attached to it, as at A, and the 
amount of pressure ascertained 
by the rise or fall of the mer- 
cury. But, in high-pressure 
enpoes, a longer tube is re- 
quired, and it most be made of 
metal; in this case, a float, of F^. 38. 
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iron, fixed to a rod, is made to rest on the mercury, and the 
rod indicates the degree upon the scale, as at B. The 
amount of pressure is easily ascertained. K the mercury 
remain at the same level in both legs of the tube, the pres- 
sure of the steam in the boiler is exactly equal to that of the 
atmosphere. But, by calculating the weight of mercury, it 
has been found, that for every inch which the mercury rises 
above that point in the long leg of the tube, the steam in 
the boiler has acquired an additional pressure of nearly one 
pound on the square inch. Hence, if the scale be graduated 
by inches, each pound of additional pressure of the steam 
will be indicated by a rise of one degree on the scale. It is 
evident, that an apparatus of this kind would act as a sort ci 
safety valve ; for, if the pressure of the steam became too 
strong, it would drive the mercury out of the tube, and 
escape into the air. In cases in which steam of very high 
pressure is employed, the use of this kind of instrument 
would be inadmissible, owing to the great length of tube 
necessary to contain the required column of mercury. In 
these cases, the thermometer gauge may be employed ; its 
principle is illustrated in the figure at page 10. A strict 
relation exists between the temperature and the pressure of 
steam, which is in contact with water, so that, by means of its 
temperature, as indicated to the eye by the thermometer 
gauge, we are enabled to judge of its pressure. 

60. Surface of Steam Boilers. — For the effective produc- 
tion of steam, it is requisite, Jirst, that a certain extent of 
surface of the boiler should be exposed to the fire ; and, 
secondly^ that the steam and water within the boiler should 
occupy relative spaces to each other. The construction of 
an eff'ective steam boiler is by no means so simple a matter 
as it may appear. The frequent explosion of boilers has 
caused attention to be directed to this subject ; and there 
is still room for considerable improvement. In order to 
supply steam with sufficient rapidity for the uses of an 
engine, it is necessary to keep a large quantity of water 
constantly heated; and, for this purpose, the boiler must 
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offer a sufficient extent of surface to the fire. The surface, 
thus exposed, may be distinguished, in reference to the effect 
produced on it, into the bottom surface, which receives the 
immediate effect of the fire and flame, and the si£ie surface, 
HT flues, which receive the heat of the smoke. 1 . It will be 
tx>iiYenient, first, to speak of the sum of these surfaces. 
Watt found, that ' ' with the most judiciously constructed fur- 
nace, it requires 8 feet of surface of the boiler to be exposed 
to the action of the fire and flame, to boil off a cubic foot of 
water in an hour.*' Smeaton had preyiously stated the 
extent of surface for one bushel of coals per hour, at 88 feet; 
and, for 13 bushels per hour, at 82 feet. His calculation 
leads to the same result as that stated by Watt: it requires, 
in a round number, eight feet of surface to convert one cubic 
foot of water into steam, A cubic foot of water, thus con- 
verted into steam, is considered equivalent to a one horse 
power,* as employed in calculations in the present day; and 
a result, equal to ten times this one horse power, may thus 
be ensured, in the vaporisation of ten cubic feet of water, by 
the weU-directed combustion of one bushel of coal. 2. The 
proportidli of bottom surface required for the best effect, 
appears not to have been precisely determined ; the ordinary 
extent ranges from three to ^"se feet for each cubic foot of 
water converted into steam per hour. Tredgold states, that 
he has observed boilers to be incapable of supplying the pro- 
posed quantity of steam when they had less than four feet of 
bottom surface. Mr. Millington, who first appears to have 
measured the power of a boiler by its bottom surface, states 
that a boiler for 20 horse power is usually 15 feet long and 
6 wide, having 90 feet of surface, or 4 J feet to one horse 
power; and that a boiler for 14 horse power has 60 feet of 
surface, or 4*3 feet to one horse power. 

* This expression will be fully explained hereafter. It may be 
sufficient, for the present, to state, that the value of the ' horse power/ 
in an atmospheric engine, is calculated at 33,000 lbs. raised one foot 
hiffh per minute ; and, on a railway, at 400 tons transported one 
mSe per day. 
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6 1 . Capacity of Steam Boilers, — The other requisite con- 
oected with the effective production of steam, is the capacity 
of the boiler. This Tessel must be of dimensions to contain 
steam in sufficient quantity to meet the demand of the en- 
gine, without material reduction of its pressure; and water 
in sufficient quantity to supply the incessant demand for 
steam. 1 . The space for steam within a boiler has been 
variously stated: it has been said by different writers, that 
a boiler should contain five, six, eight, and even ten times 
the volume of steam required for a single stroke of the 
piston; and Prony asserted, that one of the advantages of a 
double acting engine, consists in its requiring a smaller 
boiler than a single acting engine. Whatever may be the 
precise space for steam in a boiler, it will evidently vary 
with the mode by which the steam is supplied; it will be 
different, for instance, when the steam is supplied uninter- 
ruptedly, and when it is cut off during the descent of the 
piston, as in the expansive engine, described in the preced* 
ing chapter. 2. The space for water within a boiler varies 
with the more or less equable mode by which this liquid is 
supplied; this subject will be noticed in a separate para- 
graph. Tredgold states, that if a boiler be fed at every 
stroke, it should have five cubic feet of water for each cubic 
foot of steam it is capable of boiling off per hour, whether 
the boiler be high or low pressure. He adds, that the self- 
acting feeding apparatus must be delicately adjusted to 
reduce its intervals to even twice that time, and therefore 
such boilers require at least 10 cubic feet of water for each 
cubic foot of water boiled off per hour. He observes, that 
the proportion of the quantity of water in the boiler to that 
admitted, ought to be such that the temperature should not 
be lowered, so as to reduce the force of the steam one- 
thirtieth part. He concludes, **that to limit a low-pressure 
steam boiler of a double acting engine, with a self-acting 
feed, to a change of elastic force not exceeding one-thirtieth, 
we must have ten feet space for steam, and ten for water, 
for each cubic foot of water the boiler commonly generates 
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in an hoar, or for each horse power; and that, if the steam 
be cut off before the stroke is completed, a greater space 
must be allowed for steam.** 

62. Forms of Steam Boilers, — The extent of surface, and 
the capacity for steam and water, of a boiler having been 
considered, it becomes a matter of considerable interest to 
determine what yorm of boiler is most likely to give effect 
to the proportions above stated. 1. In point of strength, 
we should naturally incline to the spherical form, the pres- 
sure of the steam being equal at every point of such a boiler ; 
in fact, the earliest steam boilers were nearly of this form, 
as in the engines of Savery and Papin (pp. 23, 24) ; more 
recent discovery has, however, shown, that what was thus 
guned in strength is more than compensated for by loss of 
surface, and, consequently, by increased consumption of 
fiiel. 2. Modifications of the spherical form were therefore 
adopted: the bottom surface was rendered concave, the flue 
turfaoes, or sides, were perpendicular, and the upper surface 
retained the hemispherical shape ; this kind of boiler pre- 
sented a combination of the sphere and the cylinder, and 
may be termed the cylindro-spherical boiler, d. Another 
modification was suggested by the loss of heat, which oc- 
curred as the flame passed up the sides of the boiler. An 
abrupt diminution of the diameter of the boiler was likely to 
confine the flames around the sides, as may be seen in the 
boiler of Newcomen*s engine, p. 26. This is the origin of 
what has been called, from its characteristic appearance, the 
haycock boiler. In the following paragraphs, the principal 
forms of boiler adopted in more recent practice, are illus- 
trated. 

63. Waggon Boiler. — This form of boiler, so named from 
its resemblance to a long, heavy, four-wheeled waggon, was 
introduced by Watt. His object in the construction of his 
boilers was, to economise the fuel as much as possible. He 
says : — ** It is not the shallowness or depth of the boiler that 
produces this effect ; but the making of the boilers of such a 
shape, that the air which passes through the fire shall be 
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robbed of almost all its beat before it can make its escape." 
The boiler, as orig^lly constructed bj Watt and Bolton, 

was slightly concave at its bottom surface, with perpendicular 
udes, flat enda, and a Bemi -cylindrical top. The form of tbe 
sides and ends was, certainly, not conduciTe to strength; 
indeed, the steam intended to be generated in this boiler was 
of a pressure not enceeding that of the atmosphere b; more 
than from 3 to 5 lbs. on the square inch. An improvement 
was afterwards introduced in this form of boiler, by hollow- 
ing in the sides, as represented in the transverse section 
of the improved waijgon boiler in the an- 
nexed figure. The boated air from the Are '' o *_ 

below the boiler, after passing under its px n. ,^ 

entire length, is brought hack, previously I .'^^"TL ^ 
to its escape to the chimney, by ilucs o 
in order that the sides of the bailer may , 
receive aU the effect of tbe heated air. '~~ 
modes by which the boiler is supplied with -^ 
water, will be more particularly noticed 
hereafter. One mode may be here described. j,v. 29. 
£y means of the apparatus represented in 
the figure, the water is supplied in proper quantity to the 
boiler, and maintained at a uniform level from a reservoir by 
means of a tubey, which passes through a boi c into the 
boiler. The boi: contains a valve », which is made to regu- 
late the supply of water : when the water is at the required 
level in the boiler, the valve v is kept in its seat by pressure 
from the lever a b, which ia loaded at a. But to the other 
branch i e of the lever, an iron rod is attached, which 
descends into the boiler, and carries a float of woody"; when 
thelevelof the water sinks, the float sinks with it, the point e 
is brought down, the valve is raised, and water admitted into 
the boiler. 

64. Cylinder Boiler. — Another form of the boiler is the 
cylindrical. A simple cylinder with convei ends appears 
to be the best form of boiler for the production of high- 
pressure steam. Of this form, two modifications occur ; that 
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in which the furnace is leithin, uid thtt io 

the boiler. 1. The former of these, or 

boiler, ia represented, in tranaver 

consists of two cylinders, the one 

placed tnilhin the other, and the 

space between them being occupied 

to a eertwn extent hy the water. The 

onter cylinder maj be lii feet in 

diameter, and is frequently fifty or 

mty feet in length. The heated air 

Grom the fire, after traversing the 

inner cylinder, is conveyed under the 

boiler by the flues o o, bj which m 

last effect! of its heat to the boiler, before it is carried to the 

chimney. The cylinder boiler, u figured above, is preferred 

aa the most economical, for the great steam engines at the 

mioM in ComwalL The boiler employed by Smeaton was of 

Oi ipherical form, but, like the one above, it was enclosed 

Mitirely within the boiler. Tredgold says, that on the 

large scale, Smeaton's boilers were admirably adapted for 

generating steam, and were little inferior to any which have 

■inoe been contrived. 2 The fallowing figures illustrate a 

nmpU cylinder botUr, at which the furnace is on the ouUide 

the smaller figure represents a transverse the lai^er a vertical 

and horizontal, section, of thi* apparatus Thu kind of 
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boiler has a diameter of four feet, and is about thirty feet in 
length ; tti ends are flattened segmenta of spheres ; it is 
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placed in the horizontal position, as in the figure. The fnr" 
nace is situated below it, and encased in brickwork. By this 
position, the fire communicates its greatest heat to the bottom 
surface of the boiler ; the fiame and hot air then traverse the 
fines, the direction of which is denoted by the white channels, 
in a backward direction, so as to expend all their heat on the 
several parts of the boiler before they are conveyed to the 
chimney. A boiler of this kind evidently requires a large 
consumption of fuel, and has the further disadvantage of 
being very bulky. It is much used in the American engines. 
65. Tubular Boilers. — Various other forms of boiler have 
been suggested, with a view to economise fuel, bulk, and 
weight. In 1774, Blakey had proposed to use cylindrical 
tubes for boilers, in order to obtain a larger heating surface 
in a smaller space ; for it is found that the effective gene- 
ration of steam depends more on the extent of surface 
exposed to the direct action of the furnace, than on the 
general bulk of the boiler. Several varieties of tubular 
boilers were contrived by Count Rumford and Arthur 
Woolf ; these were, however, of complicated construction, 
and were necessarily weak from being made of cast iron. 
The following figures exhibit a form of boiler, which may be 
considered as a transition form from the tubular-flued already 
described ; the smaller figure presents a transverse, the larger 
a horizontal and vertical section, of this apparatus. The 





Fig. 33. 



Fig. 34, 



flame and heated air pass into the large tube, which has half 
its circumference in contact with the water, while two 
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vertical portionB of the bMler, called 'mter legs,' receive 
the beat on each dde, aa seen io the smaller figure. In thii 
apparatus the heal is eeonomwed, being conveyed to the 
boiler without any expenditure of it upon the brickwork of 
the fiimace. A further economy of heat haa been effected by 
substituting, in room of one Urge tube, a great many smaller 
tubes of about six inches in diameter, at in the following 




F*g. 36. 



In this form of boiler, the flame and hot air, after trsTeTsing 
the tubes, circulate in the space beneath the boiler previooily 
to their being conveyed to the chlmnsy. 

66. General Remarks on Boilers. — The following obser- 
vations on the construction and economy of boilers, taken 
from Mr. Scott Russell's Treatise on the Steam Engine, 
published in the Encyclopedia Britannica, serve to show the 
difficulty of adjusting the several parts of this important piece 
of apparatus. " The conclusion to be drawn from all that 
has been attempted or achieved in boilers, is, we believe, 
the fallowing : — That there exist certain limits prescribed bj 
the constitution of fuel, the nature of metals, and the pro- 
perties of water and steam, which cannotbe exceeded without 
incorring evils that greatly overbalauce the partial gain. 
The best boilers that hate ever existed have been those 
in which a large number of principles have been applied, 
and so adjusted in relation to each other as to gun ttM 
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maximiim, not of any one property, but of all the valuable 
properties, each m the degree of its individaal importance. 
The first cost of the boiler must not be rendered too great, 
or that will neutralize the economy of using it ; the space to 
which it is confined may be as smaU as possible ; but, if that 
be produced by intricacy of construction, the loss may sur- 
pass the advantage. Then, again, if complex and confined, 
it may be impossible to cleanse or to repair the boiler ; and 
therefore it must be remembered, that unless easy access can 
be gained to every part of a boiler, and of its fiues, that 
boiler will soon become totally useless. Then, it is further 
demanded of a good practical boiler, that, if one part should 
be damaged or give way, the whole should be so constructed 
that the damage done to that part must not endanger the rest. 
An extensive heating surface is to be obtained for economy's 
take ; but that large surface must at the same time remain 
unimpaired to resist burning ; a property to a certain extent 
inconsistent with extensive surface. The surface which is 
thuB spread as widely as possible, so as to apply the fire to 
the water through every part of its mass minutely and in 
great subdivisions, if extended beyond a certain degree, will 
not liavo over it a body of water capable of conducting heat 
from it with the rapidity adequate to the rapid generation of 
stouni, und to the preservation of the intensely heated metal 
fVom tho destructive action of the fire. Then, again, it is 
dosirablo to have long and tortuous flues, to extricate as 
much heat as possible from the fuel and the products of 
ooiubustiou ; but these, by their very length, may interfere 
with tho draught of the chimney, so as to diminish the 
etHoaoy and vigour of the combustion of the fuel, and produce 
lovHji instead of gain. Thus it happens that the whole question 
of boilorsi is an exact and judicious combination and adjusS 
meut of iK»rti»» so as to obtain each of these many points in 
that dt*jri^H> which is most advantageous for every one of the 
other vjnaUties, and of all of them ti^^ther. The question is 
A pravMicU one of no innumon difficulty.'' These are im- 
IHurtaut ivmarks on a most important sulyect. 
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67. Strength of Bailers, — ^In detemuDing the material of 
wbich steam boilen should be constmcted, the first object 
to be considered is safety. It is, therefore, necessary to 
ascertaiii what excess of strength a boiler should possess in 
order to ensure safety. On this subject Tredgold obserres: 
*' It is clearly a matter of opinion, founded on the experi- 
ence of past accidents, as to the degpree of pressure required, 
and it has been almost universaUy allowed, that three times 
the pressure on the valve in the working state should be 
borne by the boiler without injury. This degree of excess 
of power seems to be fully sufficient for the ordinary hw' 
pressure boilers: indeed, I should think twice the pressure a 
proper allowance; and, were it always provided, there would 
be little chance of accident, if the valves be properly con- 
stmcted and attended to. It becomes insufficient in At^A- 
pressure boHerSy because a conmion low-pressure boiler con- 
tains about ten times the volume of steam required for one 
stroke of the engine, consequently the time of twenty strokes 
must elapse before the density of the steam could accumulate 
to three times its working density, supposing the engine to 
be stopped, and the valve out of order; but if the boiler con- 
tains only as much steam as is required for one stroke, the 
force will be increased to three times in the time the engine 
would have made two strokes. This rapidity of the increase 
of force does not leave the necessary time to examine, nor 
even to open the valves in this extreme case, and the hazard 
must be greater in consequence. In all cases the time of 
accumulating power should not be shorter than it is in the 
common boiler. Besides, in working an engine where the 
excess of force increases so fiist, the loss of steam would be 
considerable from any variation of the heat of the fire, even 
were the valve to act properly, and, therefore, there is a 
temptation to load the valve beyond its regular weight. To 
render the security on the stoppage of the engine equal in 
all cases, the excess of strength should be inversely as the 
space allowed for steam. It is still more important to con- 
sider the subject, in relation to the danger arising Arom 
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nnequal action of the fire ; and, for this, the excess of strength 
should he inversely as the contents of the hoiler expressed in 
units of the power. Boilers may fail from strains produced 
by other causes besides the force of the steam, and these may 
be noticed to guard against the circumstances which produce 
them.*' Among these causes may be mentioned the explosion 
of inflammable gases in flues which are unscientifically con- 
structed ; and the formation of hydrogen gas within the 
boiler, owing to the water being in contact with a part of 
the boiler which is red hot. In reference to the latter cir- 
cumstance, Tredgold adds that, although the presence of 
hydrogen in the boiler would not add to the risk of an explo- 
sion, it undoubtedly would render it more destructive if it 
should take place. The destructive effects of an accident 
which occurred at the Cyrfartha Iron Works were attributed 
to the inflaming of hydrogen accumulated within the boiler. 
The boiler was constructed of the old spherical form, twenty 
feet in diameter ; the thickness of the plates, when new, was, 
top plates a full quarter of an inch, bottom plates half an 
inch ; load on the safety valve 7 lbs. per circular inch. Many 
lives were lost by this explosion, and the boiler was thrown 
to a distance of 1 50 feet, to a place thirty feet above the level 
of its former seat. The upper plates were too weak. 

()8. Matff'iais of Boilers. — The materials generally em- 
ployinl for the construction of boilers, are cast iron, wrought 
iron, auil cop^H^r. 1. Cast iron boilers were employed by 
Suicaton with g-reat success; they possess the advantage of 
ohoapness, and, with careful management, will last for a long 
time; but, being brittle, they are liable to break from the 
ofloot of unequal expansion, or from increased pressure of 
steam. *2. Myotujht iron boilers are much used in this coun- 
try and in America. Being ductile, they are free from the 
objections to which the former kind is liable; but they are 
not tree from the et^ects of incrustation arising from the de- 
pov^ition of fv>ivijj:n matters, which, being combined with the 
water, niv liberated when the water is converted into steam. 
To obviate this diihcuUy, Mr. Gurney proposed to inject an 
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acid through the tubes, which should combine with the de- 
posited matters, and carry them off. This plan was found 
to be difficult in practice, and it was afterwards proposed to 
remove the incrustation by mechanical means. 3. Copper 
boilers were substituted for those of iron, with the Tiew of 
preventing the deposition of calcareous and other matters. 
It has been stated that these matters, instead of forming an 
incrustation on the copper, would merely be suspended in 
the water, and would be carried off by the blowing pro- 
cess (p. 41). This subject has been already alluded to at 
page 6. But Mr. Dinnen is decidedly of opinion, that it is 
unnecessary to prescribe any specifics for the prevention of 
deposit or of chemical action in copper boilers employed in 
marine engines; he states that the same effects occur in cop- 
per as in iron boilers, when submitted to the influence of a 
highly concentrated solution of saline and other matters, in 
a constantly boiling state, viz. deposition of salts and other 
deposits, and ultimate destruction of the boilers. But cop- 
per boilers possess certain advantages over those made of 
iron: copper is a better conductor of heat, and thus econo- 
mises fuel and space ; it is much more durable ; it is more 
uniform in its durability; and it is valuable, as a commodity, 
when old. On the other hand, copper is much more expen- 
sive at the first outlay; and it is more flexible than iron at 
high temperatures. 

69. Deposits on the outside of Boilers. — Mr. Dinnen has 
pointed out a serious evil which occurs in marine boilers, 
whether made of copper or of iron. This is the accumula- 
tion of soot, salt, &c., in the flues, the chemical action of 
which is very destructive to boilers. Water, he observes, 
whether cold or boiling, filters through numerous apertures 
insignificant in dimensions, and almost inseparable from the 
intricacy of the construction, and mixes with the soot, form- 
ing a combination which corrodes the material very rapidly. 
The heat of the boilers, when employed, evaporates the 
water, and leaves the salt, &c., in a concrete state ; which, 
when cold, is again dissolved, and recommences its action 
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more formidably. In cleaning out the flues of a copper 
boiler, ** the congeries of salt, soot, and water, -was thrown 
out upon the iron plates of the engine room flooring, where it 
remained for nearly two days ; when removed, and the plates 
well washed, a pretty and novel phenomenon was exhibited. 
The iron plates had precipitated the copper from the solu- 
tion which covered them, exhibiting a permanent metallic 
surface of copper.** The leaks from which the salt escaped 
were found to be so unimportant, that the usual measures to 
staunch them could not be attempted without the risk of 
increasing the evil. Mr. Dinnen is of opinion, that copper 
boilers undergo more injury than those of iron from these 
deposits. The remedy must be found in sweeping the flues 
as often as possible, and keeping the boilers peifectly dry 
when unemployed. As a last remedy he recommends the 
application of cement to the angles and fiUets of the flues, 
80 as to completely enclose the angle pieces, with their de- 
fects.* 

70. Feeding Apparatus of Boilers, — The loss of water in 
the boiler by the expenditure of steam, should be supplied 
uninterruptedly, so as to prevent any considerable variations 
in the level and temperature of the water. Various contri- 
vances have been adopted, in order to secure the attention 
of the engine man to this object. 1 . In the early engines of 
Ncwcomen and Savery, the quantity of water in the boiler 
was regulated by the use of two gauge cocks. The nature 
of this apparatus may be seen in the atmospheric engine at 
page 27, and it is described in page 28. 2. In the early 
engines of Watt, a self-acting steam whistle was connected 
with the boiler. It consisted in a tube, one end of which 
was inserted into the boiler at the lowest level to which the 
water was to be allowed to fall, while the other end was 
oonduotoil into the engine-house, where it terminated in a 
uiouth-pitve or whistle. AMien the water had fallen to this 
level in the Iwiler, the steam rushed through the tube, and 



• Dinnen on 3furin# Boiitrs. Appendix in Tredgold. 
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Fig. 37. 



lotidlj admonished the attendant to shake off his slamher, or 
quit his repast, and to feed the hoiler. 8. A third con- 
triyanee consisted in applying to the hoiler a glass tuhe, 
hent at right angles at hoUi ends, as repre- 
sented at T T* in the adjoined fig^ore; one 
of the ends entering the hoiler ahove, the 
other helow, the required level of the water. 
From a well-known law of liquids, it is evi- 
dent, that the water will stand at the same 
level in the hoiler and in the tuhe, and thus 
the attendant will be enabled to see, without taking any 
further trouble, when his services are required. 4. Another 
contrivance for indicating the periods of replenishing the 
boiler, is addressed to the eye of the attendant in the appa- 
ratus of the following figure. Let the 
water in the boiler be supposed to be at 
its proper level. A weight F may be so 
prepared as to be nicely balanced, when 
half immersed in watery by a counter 
weight, A, connected with it by a flex- 
ible string, passing steam-tight through 
the boiler, and working over a wheel W. 
When the water falls or rises in the 
boiler, the balance between the weights is destroyed : if the 
level of the water rise, the weight F rises also, and the 
weight A falls ; if the level of the water fall, F falls with it, 
and A rises. By attaching a rod across the wheel, or fixing 
two pins to its circumference, which shall be in the hori- 
zontal position when the water is at its proper level, an 
index is at once obtained by mere inspection of the wheel. 
5. But, after all, the engine man may happen not to look, 
and the consequence may be serious. Hence it is necessary, 
that the engine should be enabled to supply its own boiler, 
by what is called a self -feeding apparatus, A contrivance 
of this kind has beep already described and illustrated at 
page 86. Other kinds of self-regpilating feeders have been 
employed, on the same principle as that referred to. 




Fig. 38. 
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71. On increasing the Evaporating Power of Boilers, — 
A contrivance has recently been introduced by Mr. C. W. 
Williams, of Liverpool, for effecting a more rapid genera- 
tion of steam, without increasing the size of the boiler, or 
requiring any additional fuel. The object of his discovery 
is to transmit the greatest possible amount of heat for the 
generation of steam, with a given quantity of fuel. He 
considers, that nine-tenths of the heat in marine and land 
engine boilers are immediately received from the furnace 
and flame-bed, and not from the heated gases, which might 
be made more available, to the same end, by an improved 
construction of boiler. His plan is, to insert a number of 
iron pins through the plates of the boiler, one end of them 
projecting into the flue, the other into the water in the 
boiler. These pins, exposed at one end to the heat in the 
flue, act as powerful conductors, through the boiler-plates, 
of the heat into the water. Hitherto, the question of the 
mere surface of plate exposed to the flues had been alone 
considered ; and the only remedy for the defective genera- 
tion of steam, was conceived to be an increase of that sur- 
face. The conducting pins, however, were found to absorb 
the heating gases in their progress along the plates of the 
boiler, and greatly to hasten the generation of steam. A 
pin of half an inch in diameter, projecting three inches into 
the flue, gave a heating surface of four and a-half inches ; and 
by its conducting power and interior projection, that half 
inch gave as much heat as nine half inches on the outer 
surface of the plate. Air is a good conveyor, but a bad 
conductor, of heat ; for it carries most of it up the chimney. 
The great object is, to arrest the heat in its progress, and 
give it out at the right place. The current of heat passing 
along the plates of the boiler, rendered them only transverse 
conductors ; but the heated pins were longitudinal con- 
ductors. The proper length of these pins, to insure a con- 
tinued conduction of heat, is found to be about four inches ; 
a pin of this length having been observed to be so little 
afiected by the test of experiment, that the smallest mark 
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which it originallj bore was distinctly visible. Mr. Wil- 
fiams lately illustrated bis invention, before the Liverpool 
Polytechnic Society, by means of three evaporating pans, 
one of them having pins projecting into the boiler, and also 
into the flues, which hejcalled double conductors; the se- 
cond, with pins projecting into the flue only, called single 
conductors; and the third, a plain boiler, on the usual plan, 
without any such conductor. The first was found the most 
powerful in producing speedy evaporation, though the second 
was scarcely inferior; the third, or plain boiler, was greatly 
behind both the former in evaporating power. A gas lamp 
was affixed at one end of the double conducting pan, con- 
taining 22 lbs. of water, and the evaporation appeared to be 
rapid. With 80 feet of gas the evaporation was as follows : — 





Evaporation. 


Waste Heat. 


Common pan . 


4 lbs. 14 oz. 


406 


Single conductors 


7 .. 18 .. 


320 


Double conductors . 


8 .. 5 .. 


284 



It will be observed, that the quantity of water evaporated 
b in an inverse ratio to the waste heat of the chimney. 
Mr. Durance, engineer of the Liverpool and Manchester 
Hallway, stated, that he had tried the conducting pins in 
the boiler of one of their stationary engines with great suc- 
eess. He had only 105 pins driven into the boiler, and the 
steam, which could not before be kept up, was now abun- 
dant. — Railway Magazine, Oct. 80, 1841. 

72. Self' Regulating Furnace, — It is not compatible with 
the limits of a treatise of this kind, to enter into the nu- 
merous details connected with the construction of the various 
forms of furnace, grate, and ash-pit. But as the furnace, 
like the boiler, must be incessantly^^; and as the method 
of feeding it by the hand is liable to the objection of admit* 
ting cold air tO;the fuel, or may lead to the result, as in the 
case of the boiler, of its not being fed at all, it is interesting 
to know what has been done for the purpose of constructing 
a self'Tcgulating furnace, A contrivance of this kind has 

H 
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been inrented bjMr.WiUiaiiiBnintoii» ofBirwIiighMn, end 
it 18 the only one 'wliich has snoeeeded in pmetioe; its adr 
Tintages are set forth m his patent: — '* Ilrst; I "pot the 
eoal upon the grate by small quantities, and, at ^ety abort 
interralsy sayereiytwo or three 8eeonds.-*Seeoiidly; I so 
dispose of the coals upon the grate, that the smoke efdhrad 
must pass otot that part of the grate npon whieh the eoal is 
in fhU combustion, and is thereby eonsumed.— Thirdly; As 
the introduction cf ooal is uniform in short spaces of tirne^ 
the introduction of air is also uniform, and requires no atten* 
tion from the fireman. 

''As it respects economy: — ^First; Hie coal is put upon the 
fire by an apparatus driven by the engine, and so contHved, 
that the quantity of coal is proportioned to the quantity of 
work which the engine is performing; and the quantity of 
air admitted tp consume the smoke, is reg^ulated in the same 
xnanner. — Secondly; The fire-door is never opened, excepting 
to dean the fire; the boUer, of course, is not exposed to that 
continual irregpularity of temperature wliich is unavoidable 
in the common furnace, and which is found exceedingly in- 
jurious to boilers. — Thirdly; The only attention required, is 
to fill the coal-receiver every two or three hours, and clean 
the fire when necessary. — ^Fourthly; The coal is more com- 
pletely consumed than by the common furnace, as all the 
efiPect of what is termed stirring up the fire (by which no in- 
considerable quantity of coal is passed into the ash-pit) is 
attained without moving the coal upon the grate." 
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53. What are the essential parts of a high-pressure en- 
l^e? What are those of a low-pressure engine? By what 
other terms are these engines respectively designated? — 



BS0AFITT7LATI0K. 99 

64. What is meant by cambuitionf How is the amoant of 
heat, emitted by the combustion of any particular kind of 
fuel, detennined? What is the average heat for the effective 
combustion of fuel? Enumerate the circumstances under 
which the due temperature for the combustion of ftiel may 
be maintained.—- 55. What quantity of oxygen is required 
for the effective combustion of the different kinds of coalP 
What quantity of oxygen exists in a given quantity of 
atmospherie air? What quantity of atmospheric air is re- 
quired to yield one pound of oxygen ? How much air and 
smoke are required for the conversion of one cubic foot of 
water into steam? — 56. How may the elasticity of high- 
pressure steam be ascertained? What is meant by steam 
exerting a pressure equal to that of one pound on the square 
inchf How may the pressure of steam be estimated by 
reference to that of the atmosphere? What is meant by 
§Uam of two atmospheres? Is there any other way of un- 
derstanding this expression? — 57. Explain the construction 
of the lever safety valve ; and of a spring valve. How should 
the magnitude of the safety valve be determined? — 58. What 
is the object of the fusible metal plug? What are the ob- 
jections to its use ? Why are alloys better adapted to the 
purpose ? What is the true value of the fusible plug, as a 
precautionary means? — 59. Explain the construction, and 
use, of the mercurial steam gauge. How is the amount of 
the pressure of steam indicated by this instrument? Upon 
what principle is the thermometer gauge employed? — 
60. What are the requisites in a boiler for the effective pro- 
duction of steam ? What extent of surface is required in a 
boiler to convert a cubic foot of water into steam in an 
hour? What is the estimated proportion of the bottom 
surface of a boiler for a given effect? — 61. What space for 
steam is usually allowed in a boiler? Under what circum- 
stances does the space vary? What space for water is 
usually allowed? By what circumstance should the admis- 
sion of water into a boiler be regulated? — 62. What is the 
objection to the spherical form of boiler? What modifica- 
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^ mw fona were tDtrodueed? — 63. Explain Ibe form 

B magffot boiUr. DexiUte Ibe apparatus hj which it 

lied with water.— 64- Dracribe tbe variety of cjlinder 

in which ihs fbroace b plaf«d iiuide the boiler. 

Ik tbe appantDS, in which the furnace is outnide the 

— 65. Eiplain the constrnction and economy of a 

r boiler. — 67. What vtcesi ttfttraujih ia required in 

pressure, and in a high -pressure, boiler, far the pur- 

.jf safety ? Euumerate some of tbe soorces of danger 

■icb a boiler b exposed. — 68. What are the advantages 

.pper and wrought iron boilers over those made of cast 

What are the comparative merits of copper and of 

t iron boilers?— 69. Explain the nature of the mat- 

lOfiiledoD theoutsideof marine hoilere.— 70. Describe 

Jous contrivances which have been adopted for regu- 

the supply of water to the boiler.— 71. Explain the 

d adopted by Mr. WiUiaiQs for increasing the evapo- 

g power of boilers. By what experiment was his method 

crated F — 72. What are the advantages of firunton's self- 

Jating furnace. 
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CHAPTER VII. 

OF THK 8KVKRAL FARTS OF THS MODKR^ STEAM 

KSGiNX fcomtinued). 

73. Crtmeral Remarks. — ^In the precediiig chapter, the 
attention of the reader has heen directed to the apparatus 
constituting the boiler and its appendages. We proceed to 
the fhrther consideration of the sereral parts of the modem 
en^ne, according to the following arrangement: — 

1. QfCyliMderM. 

2. OfPUtfHU. 

1. Packed piston. 

2. MetaUie piston. 
8. Of Valves. 

1. Reciprocating. 

1. Rising, 

1. Flat valves. 

2. Conical valves. 

3. Spherical valves. 

2. Sliding. 

1. Murray* s slide. 

2. Murdoch* s slide. 

3. Seawards slides. 

2. Rotary. 

\. On an axis: throttle valves. 
2. Conical valves^ or cocks. 

1. Common cock. 

2. Four-passaged cock. 

4. Of the Eccentric. 

5. Of the Barometer Gauge. 

6. Of the Indicator. 
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OF CTLINDBB8. 

74. Morland^s CakuUxHons, — ^It has been stated (page22), 
that some calculatioDS were made by Sir Samuel Morland, 
as early as 1683, on the dimensions of cylinders adapted for 
raising, by steam, a certain quantity of water to a given 
hdght in a fixed time. On this subject, he observes: — 
'''Water being converted into vapour by the force of fire, 
these vapours shortly require a greater space (about 2000 
times) than the water before occupied, and, sooner than be 
constantly confined, would spHt a piece of cannon. But 
being duly regulated according to the rules of statics, and 
by science reduced to measure, weight, and balance, then they 
bear their load peaceably (like good horses), and thus be- 
come of great use to mazJdnd, particularly for raising water, 
according to the following table, which shows the numbw of 
pounds ^at may be raised 1800 times per hour, to a hdght 
of six inches, by cylinders half fiUed with vrater, as well as 
the different diameters and depths of the said cylinders.'* 
Those statements are remarkable for the period in which 
they were made ; for they are not far from the truth. The 
following is the table:-— 



\^7ima 


icrs. 


Weiebt of the load to be 


Diaiii«t«r in fo«U 


Depth in feet. 




1 


2 


15 


o 


. 4 


. 120 


3 


. 6 


405 


4 


. 8 


960 


6 


. 10 


. 1875 


<> 


. 12 


. 3240 



75» iVtt/HHtiOMj ^f CytiMfer*.— Hie proportions of a cy- 
Under bear an obvious Delation to the tstaU ofcooiimg stcr- 
.rihTtf to which th« sleam is e:qpNi»ed within it dnxing the 
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stroke of the piston; and to the length of the stroke itself. 
The effect of a cooling swrfacty is to diminish the force of 
the steam. In Newcomen's engine, a naked cylinder was 
employed, and considerable loss of force was entailed by its 
exposure to the atmosphere. In Watt's engine, a remedy 
was proposed against this loss, by enclosing the cylinder in 
an outer case, called a jacket y the intervening space being 
filled with steam.* As the power of an engine is greatest 
when the force of a g^yen quantity of steam is at its max^ 
immn effect, and as the cooling snr&ce should be of as small 
extent as possible, it follows, that in determining the pro- 
portions of a cylinder, the object is to find the minimmn 
extent of surfiu» which will confine a g^ven quantity of steam 
during its action. Upon this subject, Tredgold says, that 
*' when ike length of the stroke it twice the diameter of the 
^fHnder, a g^ven quantity of steam is bounded by the least 
possible quantity of surfiuM during its action in the cylinder ; 
hence I conclude it is the best proportion for the cylinder of 
a steam engine, except when the space for the engine limits 
the length of the stroke ; and the same conclusion applies to 
both atmospheric and steam pressure eng^es.** In other 
wordb, a cylinder is of the best proportion when its length 
is twice its diameter* This rule has, howeyer, not been 
strictly attended to in practice. The proportions observed 



* Tredgold observes, that the loss of fuel by this mode is the 
same as with a naked cylinder, and that there is clearly no advantage 
in preserving the force of the steam by adding this case, unless it 
be supplied with steam by a separate pipe : the circulation of the 
steam between the cylinder and the jacket, exposes it to the cooling 
effect of the atmosphere, and thus reduces its elastic force before it 
enters the cylinder to exert its power. The loss in low-pressiu^ 
engines is estimated at I- 100th, whereas, in high-pressure engines, 
working at 300**, the loss by a naked cylinder is only about l-65th 
part of the force of the steam. He adds, that the best mode of 
preventing loss, is to put a case with an air-tig^ht cavity between it 
and the cylinder, instead of filline this case with steam ; the advan- 
tages would be, economy of fuel, and reduced temperature of the 
engine room. 
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in Watt's engines, in cases in which the stroke has not been 
limited, have varied from 1} to nearly 8 to 1, the nsnal pro- 
portion being about 2*7 to 1. Similar deviations from the 
above rule have occurred in the engines of other mannfiu!-^ 
turers. It appears to have been their aim to produoe a 
uniform velocity in all engines. 

OF PISTONS. 

76. Conditions of the Piston and Piston-Rod, — 1. ^e 
simplest idea of s^ piston may be derived from the %ure at 
page Id; it is there represented as a circular disc or dia- 
phragm, capable of moving up and down within a syringe 
or tube, wMch is thus divided into two compartments. The 
general application of such an apparatus to the purposes of 
a steam engine, is briefly stated at page 27. From what has 
been there said, it will be evident, that in the construction 
of a pbton, two conditions are indispensable: first, it must 
be perfectly steam-tight; and, secondly, it must be as free 
from friction against the tube as is compatible with the first 
requirement. To secure these conditions, it was, at an early 
period, found necessary to surround the piston with some 
elastic material, which should render it tight, and yet admit 
of its free reciprocating action ; this process is called pack- 
ing the piston. 2. The connexion of the rod widi the 
piston, in the atmospheric engine, is firmly secured by se- 
veral smaller rods, which branch from 
the stem, and are fastened to the upper 
surfrice of the piston, as represented 
in the annexed figure. This mode of 
connexion, though unobjectionable in 
an open cylinder, is obviously inadmis- 
sible in a close cylinder, in which the 
upjH>r surface of the pbton is brought ' ^.^ ^ 
into iumiediate contact with the top of 
the cylinder at each stroke of the engine. 3. Again ; the 
$trm itself of the pbton-rod, working in an open cylinder, 




Ji. 
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nqniied no determinate shape, no smoothness of sor&ce ; 
baty in passings up and down through an aperture fonned in 
the cover of a steam-tight cylinder, it was necessary that it 
should be of a round shape, of uniform thickness, and of 
polished smoothness. The aperture in the cylinder through 
which the rod passes, is provided with an apparatus termed 
the piston-rod collar, or stuffing-box ; it is represented at 
B in the following figure. The contrivance for rendering 
this i^>erture steam-tight depends, like that adopted for 
packing the piston, on the employment of some elastic sub* 
stance, as leather, hemp, cotton, cork, or metaL In ^. 40, 
the cylinder is perforated by a hole of sufiKcient dimensions 
to ai^nit of the easy passage of the 
rod. A box is cast round tbb hole, 
and its inner surface lined with a 
collar or packing of hemp, which is 
saturated with oil or melted tallow ; ■ ■ ^^i 

the position of the hempen collar is I I I 

denoted by the two dark portions of r.. ^ 

the figure. A ring of metal is placed 
above the packing, and pressed tightly down with screws, 
so as to force the elastic material into every crevice. The 
lubricating matters are poured in from time to time at the 
upper concavity of their latter ring. Stufl&ng-boxes of this 
kind are employed in all cases in which a moveable rod is 
introduced into a steam-tight cavity, as in the valve boxes 
of cylinders, in boilers, &c. 

77. Packed Piston. — The earliest and rudest form of pis- 
ton consisted in a circular block of wood. In 17 Id, the idea 
of applying leather to the circumference of the piston oc- 
curred to Beighton: he found, that ** a bridle rein, or even 
a soft thick piece of rope or match, going round, would 
make the piston air and water-tight." But, the heat of 
steam being injurious to this material, a packing of hemp 
was employed by Watt. The following figure represents a 
hemp-packed piston; it is most commonly employed in steam 
eng^es, and is of the following construction. The lower 
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part of the piston consists of a drenlar metallic plate, 

tile ^ameter of which is somewhat less than that of the 

qrlinder C C; this plate soon 

begins to carve inward, so as to 

Ibnna cireolar channelor groove 

ibr the packing. The upper 

part of the piston consists of 

•notiber plate, which also^cnrves 

inward, and completes the 1^.41. 

groove. Within tills groove, and 

between tiie projecting rims of the two plates, bands of 

unspim long hemp, or soft rope, termed gagket^ are woond 

roimd the pbton; the position of the gasket is seen at 6 G, 

in the vertical section above. The packing is tightened hj 

screws S S, irhich pass from the upper to the lower plate of 

the iHston; and this tightening, aided by tiie semidreolar 

Ibrm of the groove, presses the elastic material against tiie 

inner sur&ce of the cylinder. When tiie packing irean, so 

as to become too small, the screws are tightened, in order to 

press it outward ; and, when this plan £ul8, the packing 

must be renewed. The friction of hemp packing on iron, is 

stated by Tredgold to be about one-sixth of the pressure on 

the piston ; hence the thickness of the packing should be one 

one-sixth of the diameter; the rule is, however, not observed 

in practice. The rod of the piston is of a somewhat conical 

form at its lower part; it is fixed in a hole made through 

the piston, and firmly secured by means of a screw nut or 

wedge. 

78. Wooif^s PisUm. — The inconvenience of remoring the 
top of the cylinder, in order to tighten the screws when the 
packing became worn, suggested to Woolf the following con- 
trivance, by means of which the screws might be tightened 
without taking off the top of the cylinder, except when the 
packing required to be renevred. He adapted to the head 
of each of the screws a small toothed wheel or pinion, and 
pboed on the surfoce of the piston a large central toothed 
wheel, which revolved on the piston-rod as an azisy and 
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worked in geir with all the screw wheels, so ss to be cspsble 
of drinng them all at once. By this apparatus, all the 
screws may be turned, by merely tumiiig one of them. This 
one is fbmished with a square head, and turned by a key 
tfarongfa a hole in the cylinder; the hole is secured by a 
metallic plate or cover, which is frstened down by screws, 
and may be readily removed as occasion may require. This 
^ypantos has been further simplified, but upon the same 
principle. 

79. Metallic Plistofis.— -In describing Cartwright's engine, 
it was observed (page 70), that the novelty in his machinery 
consisted in the substitution of a metallic for a packed pit- 
ton. An obvious advantage of this contrivance is a dimi- 
nution of friction; the average friction of brass upon iron 
bdng one-eighth of the pressure upon the piston. The fol- 
lowing figures represent a vertical, and a transverse, section 
of Cartwright's piston; on comparing them with each other, 
it will be seen, that the part occupied by the gasket in the 
packed piston, is here occupied by metallic rings. In the 
lowOT figure, or transverse sec- 
taon* the outermost ring repre- 
sents the cylinder. Two rings 
of bcBSS, each divided into three 
segments, a, a, a, constitute the 
outennost portion of the piston; 
these rings beingplaced one over 
the other, only one of them can 
be seen in the transverse sec- 
tion, but both may be seen, de- 
signated by the same letters, in 
the vertical section, or upper 
figure. Two other rings of 
brass, similarly divided into seg- 
ments, are applied immediately 
upon the inner surface of the 
preceding rings, the points of 
their divisionbeingaltematewith Ft^. 43. 




Fig. 42, 
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those of the outer pair; these segments are marked by the 
letters by b, b^ in both figures; the dotted lines denote the 
points of division of the lower rings, ^e segments of these 
isfies of rings are pressed outwiurd by steel springs, in the 
form of the letter Y; the springs which press upon the outer 
series rest upon the inner series, while those which press 
upon the inner series, rest upon the central portion of the 
pbton; both are represented in the lower figure, the dotted 
springs being those of the lower series of segments. It Is 
evident, that with such comparatiyely inflexible materials, 
it Is indispensable that the cylinder be accurately bored 
throughout its entire leng^. An improyed construction of 
the metallic piston was introduced by Mr. Barton ; and 
various other modes of applying metal to render pistims 
steam-tight haye been adopted; the general principle of 
these may, however, be sufficiently understood by the above 
description. 

OF TALYES. 

80. General Remarks on Valves, — ^A valve is a contrivance 
for opening or closing a passage for steam. The valves 
employed in steam engines vary in their form, and in their 
mode of action; they have been arranged at page 101, with 
reference to the latter principle. Valves which have an 
alternate motion, upwards and downwards, are called red' 
procating valves; while those which revolve upon an axis, 
are termed rotary valves. Reciprocating valves may be 
opened and closed in two ways: they may rise out of thrir 
seat or socket, and fiill into it again; or they may slide 
over the steam-passage, forward and backward, alternately. 
Rotary valves include what are more generally termed cocks; 
these are usually constructed like the common stopcock, 
excepting that they command more passages than one at the 
same time. The efficiency of a valve consists in its capa- 
bility of being opened with as little force, and as little delay, 
as the circumstance of the case may require. Valves become 
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more difficult of management in proportion to the grater 
area of the aperture to which they are adapted; according 
to Tredgold, the area of the passage, when open, should be 
rather more than equiyalent to that of the narrowest part of 
the pipe. The principal forms of Yalve will be, first, de- 
scribed; and, afterwards, the mechanism by which they are 
worked. 

81. Clack Valves. — The principal valves employed in the 
construction of steam eng^bs are made of metal, in conse- 
quence of the heat to which they are exposed; and they are 
fitted by grinding to their seats. Valves made of leather, 
like the common clack valve of a pump, can only be em- 
ployed in those parts of an engine in which the temperature 
is low. The clack valve consists of a fiat plate of leather a 
little larger than the aperture which it is intended to close ; 
it is strengthened by a metallic plate on its upper, and an- 
other on its lower, surface, the upper plate being larger, the 
lower one smaller, than the aperture; it should open at an 
angle of 30°, so as to admit of a free passage, equal to its 
aperture. 1. A single clack valve of this kind will be ob- 
served in the plate of the Single Acting Engine, page 40, at 
My where the condenser communicates with the air-pump; 
this is called the foot valve. Another may be seen in the 
same plate, at K, where the barrel of the air-pump commu- 
nicates with the hot cistern. In these cases, the valve is 
suspended by a hinge joint to the upper part of the aperture 
which it guards, and it falls against an inclined seat at an 
angle of just sufficient magnitude to enable the valve to 
close the aperture by its own weight. 2. A double clack 
valve consists of two semicircular valves, which are com- 
monly employed for pump-buckets, and they are then made 
as above described; they may be seen in the barrel of the 
laige pump on the extreme right of the plate, at page 40. 
In steam engines, these double clacks are usually made of 
metal, and they are made to open at the angle above de- 
scribed. In the following figure is represented a portion 
of the barrel C of an air>pump, with its piston. The semi- 
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obeoltr tihw an whihitod as riiied, at 9 «^ to 

tha paanga of air and water iqiaruda 

throqglitha a p e iUu a a c «. Tlua wmt 

dtfaery ia diown m tha plate^ page 40, 

at N; and, again, at tha plate^ page 60, 

at A; in thaae eaaaa, howeier, tha 

tahaa are repRsented aa doaed. Ilia 

laadar ia nfarved to thaae phtea, and to 

te a c ffwpanjiug deaeriptiany In order 

that he may nnderrtand the predae ac- v Jp^. 44, 

tion of thu kind of Talva. 

82. Comeai FoAm*.— The eomkaiwahe eonaita of a flat 
doreiilar pbte of metal, hsfing iti rimheidled and gramd 
ao aa to it in a eooieal aeat or mmle. Three of theae^ahea 
maj he aeen eonnccted with the c jKn der of Watf a ma^flb 
engine, at page 40; and fonr of tiieni, in the doable engine 
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an enhnged ww of one of Watt'a 
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the noiiW ■; the steamy which en* 
ters firom the bdler by the tube S, is 
thus piviiented fiom entering die cr- _ 

lindM'. These TalTte$ azid nozzles aie 
sometimes made of brass; bnt aie better when made of gnn- 
metal. ** The diameter of the Tah« box shoold be to the 
gi^ater diameter of the TaKe as 3 to2; and die Tah« shoold 
not ri»» less than one-foonh of its greatest £ameter when 
qnite open; bnt both diese proportions must be increased if 
the Tah^ be out of the centre of die box. The best angle 
for die rahie to fit in its seat is 4.S^ lor die preasore b 
balanced by the nM^tion of die sides. Widi less taper, die 
valve has a tendency to »t fist; widi greater, it oecnpies 
moo» space. When the conical Tahre exceeds ive or six 
inches in diameter, it it^niKS gi«at powder to open it against 
ibe pne«»iT>^ of die steam, and is dieKfaK h 
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(Tredgcid.) These valyes are also called spindle valves^ 
from their bemg ftiniished with a round spindle or axis 
which passes perpendicularly through their centre, projects 
on either side, and plays in holes above and below the yalve, 
for the purpose of securing its regular fidl into its seat. The 
spindle is represented in the aboye figure. These yalves are 
also called puppet cktcks, and button valves, 

83. Spherical Valve. — From the conical, the transition is 
easy to the spherical valye. In this form of valve, the seat 
or nozzle represents a portion of a sphere ; the valve itself 
may be also a portion of a sphere, or an entire sphere. A 
valve of this kind is represented in 
the adjoined cut; it has been re- 
commended, as a safety valve, to 
prevent the danger of adhering in 
the boilers of steam vessels. The 
valve V is of a hemispherical form, 
having its convex surface directed 
dovmward, with a weight W de- 
pending from it into the boiler B. 
It was supposed, that such a valve pig, 46. 

would move in its seat, so as to 

accommodate itself to the rocking of the vessel, and thus re- 
main steam-tight, without danger of being fixed. This form 
of valve is termed a cup valve. 

84. Murray's Slide, — Sliding valves are those which do 
not rise from, and fall into, their seat, like the three pre- 
ceding kinds, but slide on and off their apertures; hence, 
they are commonly called slides. The advantage of a slide 
will be readily seen by comparing its mode of action with 
that of the valves already described. In Watt's double en- 
gine, the cylinder is worked by four conical valves, which 
govern four passages, and require four levers for the per- 
formance of their reciprocating motions. In modem engines, 
the steam passages are opened and closed by the action of a 
single slide. There are various kinds of slide employed in 
water works, gas works, and steam engines, but the prin- 
ciple is the same in all. The following figures represent 
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the Blide applied by Murray, in 1799, to the steam engine. 
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tight, through a stuffing-box, in the 






steam case AB; the rod is fastened 
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at its upper extremity to the slide 




F. In fig. 47, the slide is down, Al-. r-l 




and the steam rushes to the top, 1 ^f 




and from the bottom, of the cyhn- ■*_> | 




der, as above described. In fig. J 
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rushes through H, in the direction 
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of the arrow, to the bottom of the 
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cylinder, while the steam at the top 
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of the cylinder rushes at the same 
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time through G, in the direction of 


li>-y 


the arrow, into the condenser. By l 
this simple and admirable contri- jjjj 
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steam from the boiler on the conyex surface of the slide, and 
the little counter pressure of the steam, as it passes to the 
condenser, on the concave surface. To obviate this diffi- 
culty, and secure the surfaces from injury by wear, it is 
necessary, first, to make the sliding surfaces as large as may 
be convenient, and, secondly, to construct them of durable 
material. For steam vessels, gun metal is employed for 
this purpose; in other cases, in virhich salt water is not used, 
the sliding parts may be made of hardened steel. 

85. Murdoch! s Slide, — In the preceding figures, it has 
been seen, that the steam, in its course to the cylinder, is 
conveyed through passages H and I, of great length; hence, 
there is a waste of steam. This objection would be removed, 
if the inlets to the cylinder were situated close to the steam 
tube. With this view, an improved form of slide, by which 
the waste of steam is prevented, was introduced by Mur- 
dock, and has been applied to Watt's engines, and to the 
more recent steam vessels of Maudsley. A simple idea of 
this apparatus may be derived from the two following 
figures, in which the cylinder and the slide are shown, 
separately. Fig. 49, represents the cylinder, with its steam- 
tight case AB, and the aper- 
ture C for admitting steam 
from the boiler; by this con- 
trivance, the strong steam 
rushes into the top and bot- 
tom of the cylinder, without 
passing through long pas- 
sages, as in the preceding 
apparatus. Fig. 50, repre- 
sents the slide^ the upper 
and lower parts of which 
are of a semicylindrical 
form ; to each of these parts ^'^- ^"^ • ^»^- ^^• 

a flat plate is fixed, so that a transverse section of the sh'de 
at its upper or lower part, would present a figure resem- 
bling the letter D; hence, this slide is termed the D -slide 

I 
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f alve. Let the slide now be supposed to be placed in the 
steam case, with its flat plates towards the cylinder; it is 
obTinus, that by sliding up and down, the flat plates will 
open or close the passages leading into the cylinder. 

In the following' figure, the slide is shown in sila. A B 
is the steam case; a b represents a vertical section of the 
slide, with a channel p passing longitudinally through it; 
R is the rod, which passes through a stufflng-box A, and 
moves the slide up and down. S is the mouth of the steum 
tube, leading from the boiler; 
C is the pipe leading to the 
condenser; A A is a hollow 
space produced by the cavity 
of the elide, communicaUng 
above and below with the cy- 
linder; and always filled with 
strong steam. Id the figure, 
the slide is up ; the steam, 
therefore, rushes through ( to 
the top of the cylinder, and is 
cut off from the bottom ; the 
steam from the bottom of the 

cylinder rushes at the same 

time throughd, uptheehaunel 
p, and escapes into the con- 
denser by C. When the slide 

is down, the condition of the 

passages is reversed: steam 

■will rush into the lower part of 

the cylinder through d, which 

will now communicate with 

the space A A ,- while the steam 

at the upper part of the cy- 
linder will rush through t, 

whicli will then be in close j-,, gj 

communication with C, and 

Cicjipe to the condenser. In this apparatus, the pressure of 
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the steam in the space h h has a tendency to force the slide 
backward, and thus impair the contiguity of the sliding sur- 
faces ; this effect is guarded against by tbe packing s s at 
the back of the slide. In engines with a long stroke, two 
separate slides are used, the one for the upper, the other for 
the lower, part of the cylinder ; but they are both worked 
by one rod. 

86. Seawards Slides, — In 1335, a patent was obtained 
by Mr. Samuel Seaward, for an improved form of slides, 
which are capable of being so adjusted as to cut off the 
steam at any part of the stroke, and thus to work the steam 
expansively. Several of the Government, Hull, Ramsgate, 
and Gravesend packets are fitted with these slides. A sec- 
tion of a cylinder provided with Seaward*s slides is repre- 
sented in the following figure. 1. On the left of the cy- 
linder, steam is supplied from the boiler by the tube A, 
which communicates with the upper part of the cylinder by 
the passage S, and with the lower part by the passage S'. 
These passages are formed through metallic nozzles cast 
upon the side of the cylinder ; on each of the nozzles is ap- 
plied a plate of metal, having a smooth surface presented 
towards the steam tube. Upon 
these surfaces, two flat slide 
valves B B', also with smooth 
surfaces, are caused to move, 
either both together, or sepa- 
rately; the slides are attached 
freely by knuckle-joints to short 
rods E E', which move up- 
ward and downward through 
stuffing-boxes. The action of 
these slides is such, that, while 
they are continually pressed 
closely upon the surfaces on which they slide by the force 
of the steam, they are capable of being lifted off these 
surfaces by any undue pressure from within the cylinder, 
arising from accumulation of water within it. 2. On the 
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right of the cylinder, two similar slide valves, h b\ regu- 
late the discharge of steam from the cylinder through the 
passages C C, which communicate with a tube G, leading 
to the condenser. In small double acting engines, theso 
passages are sometimes brought sufficiently close to each 
other, to be capable of being regulated by a single slide, 
moving upon both apertures. These four slides may be 
moved separately; the steam may thus be cut off by the 
slide £, at any portion of the stroke of the piston, and thus 
worked expansively^ without interfering with the motions 
efthe other slides; yet they may all be worked by one 
apparatus, that of the eccentric, which will be presently 
described. From this account, it appears that these slides 
combine several advantages : they are perfectly steam-tight, 
with the least possible friction ; they require no packing ; 
any one of them may be worked independently of the others ; 
and they are so constructed, that any water which may be 
accumulated in the cylinder, is driven through them into 
the steam tube, and carried back to the boiler. 

87. Throttle Valve. — The valves and slides already de- 
scribed have a reciprocating motion. There are other kinds 
of valve, which have a rotary motion, or revolve on an axis. 
One of these is the throttle valve; its action is that of the 
floodgate of a miU; its purpose is to regulate the power of a 
steam engine^ by increasing or diminishing the area of the 
steam tube, and thus to increase or diminish the amount of 
steam supplied to the cylinder. A valve of this kind is re- 
presented in fig. 21, page 59. It consists of a circular plate 
of metal v, fixed on an axis within the steam tube, and it is 
turned in either direction by a series of levers, p, so as to be 
capable of obstructing, wholly or partially, the passage of 
the steam ; if turned edgewise, it permits the steam to pass, 
as in the figure referred to; but, if turned transversely, it 
forms a diaphragm across the tube, and prevents the passage 
of the steam. This kind of valve is very useful in cases in 
which perfect tightness is not indispensable. Tredgold ob- 
serves, that an axis valve of this kind has much advantage 
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■ :i valve of anv other f:r=. fir i • .— -.-i.* :- 

couiuris the aperture inti;-..!: :n.z^ i.f. . • • - * * 
pri.M.n tin ar more than the sfr^rs^LT; -.•.-'rj".. : ■..■■.:■■; 
iin moans an economical xi..»ii -.i iir-- ij v.- :-. r-.' ■' "'.r* 
sto;»in en^e. The thrt-tilt ti-t* "wi-s v ii----. ir 
^■'iVf»rnor in the engine of Wi:-_ 

K8. Conical Valres or G>c'-«. — T'.t --t :' l " -: : ' *' 

in opening and closing a p::«i. L* i*.- »-• •.*-■-; 7" - 

^■miilusst form of thii Liii •.: iL-t. .r j »-;.' '..•/. -...--* 
in a plug of a nearly cyliirirl:^ ?il-. !-■---..■.- ■•.•■.• 
of corresponding form and ilii.-::^*! i« .1 i : . > ' -^ .- - ■• 
perforated by a large Lole. as li i.- :... li : _s - ..—.-»:. ; « 
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handle outside the tube. I: > '/'.t[ ... :-,!-. -*;.«.:. :>.> -*r- 
foration of the plu? i- in \:.h •an.-r :i:^ r' .:. «.• ::.* 'a-x!*;. ' :* 
the tube, as in fi?. 64. the 'tein. :• i*r::.!*.v.; v. :;.= ■ . •. 
through the cock: and that, ir:.-:r. •.■.•^ 'Vji !* : .rr.^ :. ••-. «; 
to present the jKirforation *.i t:.e \i.L-z k\ r'.::: '. *-?.>• •-. •• - 
axis of the tube, as in fisr. c#->. the 'T^att. ;•'■-•!::.•. '. .: ' .7 
In the single cock, the plug -houM t.^a irr'.-t': r. ..:. *.:- ::. 
the cylindrical form; the usual reduction 'A >> 'ili.v.^vr !- 
about one-sixth of the length. 

89. Four-pa»saged Cock. — A contnTance, fo:r.'!^ on th^ 
]^nciple of the common cock, has been ad%;.*fr'l f *t yi\\\uy: 
fimr pa$»ages in communication with each *ai\':t, aiterrjat':!y 
by pairs. This is termed the faur-pa^Muged cock; it ha" 
been figured and described in Leupold*8 engine, fiage 'il, in 
which it forms communications between the iKjiler, two cv- 
linders, and the external ur. By means of the fd^ 
figures, it will be seen, that communications mv 
Uiihed, by an apparatus of this kind, altematds 
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boiler and condenser, with the top and the bottom of a ej^ 
Under; and that these communications are effected by means 
of two passages, instead of four. In %. 56, a circular me- 
tallic plate is represented, traversed by two cmired passages, 
the one communicating with the steam tube S and the top 
of the cylinder by A, the other with the tube £ leading to 
the condenser and the bottom of the cylinder by B ; the 
handle which turns the cock is seen at H; the dotted curve 
shows the direction in which it is to be turned. In fig. 57, 
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Fig. 57. 



the handle has been pushed down in this direction, and the 
communications are reversed. The same letters denote the 
same passages as in the preceding figure; it follows, that 
the steam tube S now communicates with the bottom of the 
cylinder by B, while the top of the cylinder eoiiimumcates 
through A with the condenser by E. On the subject of the 
four-passaged cock, Tredgold observes, that ** the simplicity 
of its action in some degree compensates for its friction, but 
there is the disadvantage of part of the steam being lost in 
tlic pipes at each stroke. Its form should be nearly cylin- 
drical, otherwise its friction and tendency to wear unequally 
will be increased. "When it is ground to fit truly, the pres- 
sure of the steam tends to keep the surfaces in contact, and 
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to wear the cavity into an elliptical shape; hence it is soon 
necessary to grind it to fit again." Instead of the four- pas- 
saged cock, two double-passaged cocks may be employed. 
The construction of this instrument mav be readily conceived 
by referring to the preceding figures : if one of the passages 
be obliterated, the four-passaged becomes a double- passaged 
cock. 

In engines which are worked on the expansive principle, 
some alterations must be made in the dimensions of the 
apertures of the four-passaged cock, in order to admit of the 
steam being cut ofl^ at any portion of the stroke. Accord- 
ingly, if, in one of the passages, the aperture leading to the 
cylinder be made larger than the other; if, in the other pas- 
sage, the aperture leading to the condenser be made larger 
than the other ; and, if the cock be so worked that the .steam 
shall always pass to the cylinder by the former, and to the 
condenser by the latter, of these enlarged apertures; the 
cock may then be worked twice, instead of once only, so as 
to cut off the steam at the first movement, and leave the 
passage to the condenser open till the second. Tlie expan- 
sive working of steam may, however, be more conveniently 
effected by means of two double-passaged cocks. 



MECHANISM OF THE VALVES. 

90. Of the Eccentric. — The mechanism by which the valves 
were worked in the early conditions of the steam engine, has 
been noticed, at pp. 30, 44, and 60. In these cases, the 
valves are opened and closed by the reciprocating motion of 
some part of the engine, as the plug-frame, which, rising 
and falling with the alternate motions of the piston, offers 
an easy mechanism for working the valves in pumping en- 
gines which have no rotatory motion. Mr. Scott Russell 
states, that he has seen this method adopted with advantage 
even in marine engines; he adds, that it is effective, in so 
far as it at once opens the passages to their fullest extent, 
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the rotatory motion of the fly-wheel shaft, into an alternate 
yertieal motion of the yalve-rod/. The advantage of an 
eccentric wheel is found in its smooth and unintermitting 
motion, producing the required changes without the per- 
petual recurrence of a stroke. In large engines, the pressure 
of the eccentric upon the shaft, is balanced by a weight. 

91. Condenser Gauge. — There are two circumstances 
which determine the effective motions of the piston : one of 
these is the direct pressure of the steam from the boiler ; 
the other is the resistance of the steam in the condenser. 
It is important to be enabled to ascertain the relative condi- 
tion of these two antagonising agents. The pressure of the 
steam from the boiler is denoted by the steam gauge, already 
described (p. 81). But a certain quantity of un condensed 
vapour, arising from the hot water in the condenser, resists 
the action of the piston, previously to its being withdrawn 
by the air-pump. The force of this vapour is ascertained by 
the condenser gauge, an instrument which is represented in 
the annexed figure. It consists of a glass tube 
A B, upwards of thirty inches in length, and 
open at both ends, the upper end communica- 
ting with the condenser C, the lower end being 
immersed in a cistern of mercury D. The 
weight of the atmosphere pressing on the sur- 
face of the mercury in the cistern, forces this 
liquid up the tube ; the length of the column 
thus supported in the tube indicates the dif- 
ference between the pressure of the atmosphere, 
and that of the vapour in the condenser. On 
comparing this column of mercury with that of 
the common barometer, we are enabled to as- ^*o' ^^* 
certain the force of the vapour in the condenser, 
every two inches of difference in the columns being equiva- 
lent to a force of nearly one pound on the square inch (see 
p. 9). Tredgold states that the condenser gauge should indi- 
cate the state of the vapour in the condenser, to be capable 
of sustaining from two to three inches of mercury ; that, 
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while it does not exceed three inches, the condensation may . 
be esteemed very good, and that about two inches is the best 
he has seen obtained in practice. The force by which the 
motion of the piston is determined, is, therefore, ascertsdned 
by reference to the steam gauge, and the condenser gauge : 
the difference between the elastic force of the steam in the 
boiler, and that in the condenser, added to the height of the 
barometer at the time, wiU indicate the relative force of the 
steam to work the engine. From the resemblance of the con- 
denser gauge to the common barometer, it is firequently 
called the barometer gauge. 

92. The Lidicator.—Bnt the force of the steam in the cy- 
linder, and the state of exhaustion in the condenser, vary at 
different portions of the stroke of the engine, and these vari- 
ations cannot be ascertained by means of the two gauges 
already described ; the mercurial column would be affected 
by constant vibrations, corresponding with these variations, 
and it would be impossible to ascertain its mean height 
during the stroke. To obviate these difficulties, AVatt em- 
ployed an instrument called an indicator. It 
consists of a cylinder C of about an inch and 
three quarters in diameter, and eight inches in 
length, of very uniform calibre ; it termi- 
nates below in a pipe, to T\hich a small 
cock D is adjusted. A solid piston is accu- 
rately fitted to the cylinder, so as to move 
steam-tiirht within, by the means of oil ; 
the piston-rod G is about tive-eigh:hs of 
an inch in diameter, and sixteen inches in 
length ; to prevent any jar or friction, the 
rod is made to pass through a guide, H. at a 
distance of about six inches from the top of the 
cylinder ; the upper part of the piston-rod 
forms an index, M, which moves iircn a gra- 
duated scale, K. A spiral spring. I. is at- 
tached to the piston, and to the guide II; it is 
about seven inches in length when a: rest, and 
admits of being oompresseil an inch and a half ; 
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its strength is such as to admit of the piston heing carried 
down to within ahout an inch of the bottom of the cylinder, 
when loaded with fifteen pounds on the square inch. This in- 
strument is screwed upon the steam cylinder of the engine, 
and a communication is thus effected between the upper part 
of the steam cylinder, and the lower part of the indicator cy- 
linder. The steam on being admitted into the former cy- 
linder, rushes into the latter, and, if its force be greater 
than that of the atmosphere, the indicator piston rises, and 
its index marks the degree of pressure on the affixed scale ; 
as the steam piston descends, the indicator piston varies its 
position with the varying pressure of the steam in the steam 
cylinder, and these variations will be indicated on the scale. 
By substituting a pencil for the index, and placing a sheet 
of paper so as to move horizontally, these variations may be 
recorded on the paper in the form of curved lines. A dia- 
gram of this kind, showing the practical application of the 
Indicator to ascertain the effective power of a steam engine, 
as given by Mr. Glynn, may be seen in the appendix to 
Tredgold, p. 169 ; it is a fac- simile of that traced by the 
instrument. Mr. Glynn observes that the indicator shows 
not only the relative action of the vacuum and pressure of 
the steam upon the piston of an engine, but their absolute 
force and effect ; it shows how much of that force is taken 
to overcome the friction of the machine, and produce the 
change of motion in its parts, and how much is available for 
useful purposes ; it exhibits, if we may so say, the disposa- 
ble force of the steam engine, and the perfection or imper- 
fection of its construction or condition at the time of making 
the trials. 



RECAPITULATION. 



75. By what circumstances are the proportions of a steam 
cylinder regulated ? What relation should the length of the 
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eylinder bear to its diameter? Explain Tredgold's plan for 
preventing the cooling effect of the atmosphere on cylinders ? 
— ^76. What two conditions are indispensable in the oon- 
struction of a piston P What is meant by a stuffing-box f — 
77. Explain the construction of the hemp-packed piston. 
What is the amount of friction produced by the action of 
such a piston P — 78. Describe WooITs contriyance for 
tightening the packing of the piston. — 79. What improve- 
ment was introduced in the construction of the H piston 
by CartwrightP Explain the general construction of a me- 
tallic piston. — 80. What is a valve P How may the valves 
employed in steam engines be arranged? On what does the 
efficiency of a valve depend ? — 81. What is the constmction 
of the common clack valve f In what parts of the steam en- 
gine is it found P In what part of the engine is the doMe 
dock valve found P At what degree of inclination should 
the clack valve open P — 8*2. How is the conical valve formed ? 
In what part of Watt's engines are they found ? What are 
the proper dimensions of this valve ? At what angle should 
it fit in its seat? — 83. Explain the construction of the 
spherical valve. — 84. What is the nature of a slide f What 
advantage does the use of a slide possess over that of rising 
valves ? Explain the construction and operation of Mur^ 
ray's slide. How are the effects of friction obviated in this 
form of slide ? — 85. What is the objection to Murray's slide ? 
How is this objection obviated by MurdoclCs slide f Ex- 
plain the construction and operation of this slide. — 86. Ex- 
plain generally the construction of Seawards slides ? What 
are the advantages of this apparatus? — 87. Explain the 
nature of a throttle valve, — 88. Explain the mechanism of 
the single cock. — 89. What is the object of the four-pas- 
saged cock ? How is it modified in expansive engines ? — 
90. By what mechanism were the valves formerly opened and 
closed ? Describe the construction and the action of the 
eccentric, — 9 1 . Explain the nature of the condenser gauge, 
— 92. In what respects are the steam and condenser gauge 
defective? Describe the use of the indicator. 
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CHAPTER VIII. 

OF THE MECHANICAL TOWER OF 8TBAM, AND OF 
THE POWER AND DUTT OF ENGINES. 

93. Preliminary Remarks, ^In the two foregoing chap- 
ters, the various parts of the modem steam engine have been 
severally examined, preparatory to the consideration of their 
combined action and relation to each other in the entire 
machine. The present chapter will be devoted to the inves- 
tigation of certain laws by which the mechanical action of 
steam is determined or modified ; to the modes of obtaining 
the different species of power of steam to produce useful 
effect, as by generation, condensation, expansion ; and to 
the explanation of some important expressions connected 
with the power and duty of steam engines. These subjects 
will be noticed in the following order : — 

1 . Relations existing between the 

1. Pressure, 

2. Temperature, and 

3. Density of Steam. 

2. Modes of obtaining Power from Steam. 

3. Mechanical effect of Steam Engines, 

\. Theory of M. de Pambour, 

2. Power of engines ; horsepower, 

3. Duty of engines, 

4. Cornish engines. 
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94. Relation between the Pressure^ Temperature^ and 
Density y of Steam. — Steam may exist in two conditions : 
it may be in contact with the water from which it is gene- 
rated ; or it may be separated, and exist apart, from the 
water. The properties which steam exhibits in these two 
conditions are very distinct. This subject has been ab-eady 
noticed (pp. 10,77) ; some further observations are, how- 
erer, necessary, in order to tmderstand the general laws 
which regpolate the mechanical effects of steam, and the value 
of certain expressions which are in common use in all calcu- 
lations of steam power. The first point to be considered is, 
the pressure of steam as influenced by temperature. By the 
term ' pressure,* or tension, is denoted the elastic force with 
which steam presses upon every point of the surface of the 
vessel which contains it; its ' temperature* is ascertained by 
the number of degrees indicated by a thermometer immeiged 
in it. Steam, when heated in a vessel apart from the liquid 
which generates it, does not acquire a greater pressure than 
an equal bulk of common air which is confined and heated to 
the same degree ; it may even be heated to redness, without 
greatly increasing its pressure. But, when heated in contact 
with water, its pressure continually increases, and in a cer- 
tain ratio. Numerous experiments have been instituted by 
celebrated chemists, in order to determine the relation which 
subsists between the pressure of steam, still in contact with 
water, and the temperature to which it is exposed. The 
most satisfactory results are those obtained by a commission 
of the French Academy, appointed by the French govern- 
ment to investigate the subject, owing to its importance in 
connexion with the steam engine. The researches were con- 
ducted on a vast scale, and with the greatest accuracy. The 
pressure of the steam was measured by columns of mercury 
in glass tubes of eighty-seven feet in height. The results 
are stated below in the form of a table, for the purpose of 
reference. The pressure of the steam is referred to the 
standard of atmospheric pressure, or fifteen pounds on the 
square inch, which is here assumed as imity ; the tempera- 
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(ure is denoted by de^ees of Fahrenheit's thermometer. 
The results, up to a pressure of 25 atmospheres, were ob- 
tained by experiment; above this pressure, they were obtained 



DY calculation :- 


— 






Pressure of Steam, 
pressure as unity. 


Temp. Falir. 


Prrpfiuro of Steal 
takinff atni(ii:pb(>r 
pressurt- us unity 


n, 

ic Temp. Fahr 

• 


1 . . . 


. 212.0 


13 . . 


. . 380-66 


H . . . 


. 233-96 


14 . . 


. . 386-94 


2 . . . 


. . 250-52 


15 . . 


. . 892-86 


2i . . 


. . 263-84 


16 . . 


. . 898-48 


3 . . . 


. 275- 18 


17 . 


. . . 403-82 


3i . . 


. . 285-08 


18 . 


. . . 408-92 


4 . . 


. . 293-72 


19 . 


. . . 413-78 


4J . . . 


. 800-28 


20 . . 


. . 418-46 


5 . . . 


. 307-5 


21 . . 


. . 422-96 


5J . . 


. . 314-24 


22 . 


. . . 427-28 


6 . . 


. . 320-36 


23 . 


. . . 431-42 


6i . . 


. . 8-26-26 


24 . 


. . . 435-56 


7 . . 


. . 331-70 


25 . . 


. . . 439-34 


7J . . 


. . 330-86 


80 . 


. . . 457-16 


8 . . 


. . 341-78 


35 . 


. . . 472-73 


9 . . 


. . 350-78 


40 . 


. . . 486-59 


10 . . 


. . 358-88 


45 . 


. . . 491-14 


11 . . 


. . 366-85 


50 . 


. . . 510-60 


12 . . 


. . 374-00 







The relation subsisting between the pressure and tempera- 
ture of steam, as above stated, is closely connected with 
another point, the knowledge of which is of great practical 
utility, viz. the density of steam generated under a given 
pressure. Steam, when heated in a vessel apart from the 
water which generated it, increases in pressure, and retains 
its density. But when steam is heated in contact with water, 
it increases considerably in pressure, and its density increases 
in proportion ; in other words, the volume of steam bears 
a certain relation to its pressure. It has been found, by ex- 
periment, that the volume of all elastic fluids is inversely as 
the pressure to which they are exposed, the temperature 
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remaining the same. Thus, if 100 ^olmnes of steam, at 
212°, could be compressed into 50 'volumes, and the tempe- 
rature remain unaltered, the pressure would be increased in 
a twofold proportion, while the bulk of the steam would be 
reduced to half its former dimensions. If, on the other hand, 
the pressure on the 100 volumes of steam were halved instead 
of doubled, the 100 volumes would expand into 200, while 
the pressure would be reduced to half its former amount. 

95. Application of the preceding Law, — The preceding 
law would be applicable to steam, if the annexed condition 
could be observed, viz. if the temperature were constant. 
But this is not the case : the temperature of the steam varies 
with its expansion or compression. In proof of this may be 
adduced the result of a series of experiments, instituted by 
the Comte de Pambour. He adapted to the boiler of a loco- 
motive engine a thermometer and an air-gauge, and applied 
two similar instruments to the pipe through which the steam, 
after having terminated its action in the engine, escaped into 
the atmosphere, and observed their simultaneous indications. 
** The steam was generated in the boiler at a total pressure 
varying from 40 lbs. to 65 lbs. per square inch, and escaped 
into the atmosphere at a pressure varying, according to dif- 
ferent circumstances, from 20 lbs. to 15 lbs. per square inch. 
Had the steam preserved its temperature during its action 
in the engine, it would have issued forth with the pressure, 
for instance, of 15 lbs. per square inch, but with the tem- 
perature proper to the pressure at which it had been formed, 
that is, 65 lbs. per square inch. Now, nothing like this took 
place : during some hundreds of experiments wherein we 
observed and registered these effects, we found invariably 
that the steam escaped precisely with the temperature suit- 
able to its actual pressure ; so that the thermometer, gradu- 
ated to indicate the pressure in the steam of maximum density, 
gave identically the same degree of pressure as the air-gauge. 
The steam, then, was generated in the boiler at a very high 
pressure, and quitted the engine at a very low one ; but, on 
its leaving the engine, as well as at the moment of its pro- 
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dnction, the steam was at the same temperature that it would 
have had, if immediately formed at the pressure which it 
had at the moment of observation. Consequently, we are 
to conclude from these experiments, that during its whole 
action in the engine, the steam remains in the state of steam 
at the maximum pressure or density for its temperature. 
Hence it results that, when the pressure of the steam changes 
in the engine, its temperature changes spontaneously at the 
same time, and vice vend ; so that they always preserve the 
mntaal relation which connects the pressures and tempera- 
tures in the steam in contact with the generating liquid.*** 
In calculating the mechanical effect of an engine, it is there- 
fore necessary to take into account the operation of the two 
foUowing laws : — first, that, the temperature being constant, 
the pressure of steam is proportional to its density ; and, 
secondly, that, the temperature being changed, there is 
a corresponding change of pressure, and consequently a 
change in its mechanical effect. 

96. Modes of obtaining Power from Steam. — It has been 
shown, in the foregoing chapters, that there are various 
modes of employing steam ; its mechanical effect varies with 
its different modes of employment. 1 . When steam is gene- 
rated at 212°, or at the atmospheric pressure^ it is evident 
that no power is obtained : the weight of the atmosphere is 
merely balanced. This will be evident, by referring to the 
figure at page 14 ; if steam of merely atmospheric pressure 
be generated beneath the piston, it has no power to raise the 
piston; it merely places it in a passive condition, and a 
counter weight is employed to produce useful effect. 2. When 
steam is condensed, as in the atmospheric engine (p. 27), 
mechanical force is obtained ; but in this case it is obtained 
by giving effect to a foreign agent : a vacuum is produced 
by the condensation of steam, and the piston descends under 
the pressure of the atmosphere. 3. In the single acting en « 
gine (p. 40), one half of the stroke is effected by the direct 

♦ Theory qf the Steam Engine, Weale, 1839. 
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pressnre of the steam aboTe, aided by a Tacanm beneath, the 
piston ; the piston is then placed in a state of repose by the 
admission of steam below as well as aboTe it, and the other 
half of the stroke is effected by means of a counter- weight. 
4. In the double acting engine (p. 60), each part of the stroke 
is effected by the direct pressnre of the steam, aided in each 
case by the production of a vacuum. 5. If^ in addition to 
the atmospheric pressure, a load be placed upon the piston, 
and steam be generated beneath it, the loaded piston will be 
raised to a height proportionably smaller as the load is greater 
(fig. p. 65), and the volume of the steam will be inversely 
as the resisting pressures, the temperature being constant, 
according to the law above stated ; thus, if the resisting 
pressures be four times that of the atmosphere, the piston 
will be raised only one-fourth of the height, and so on. On 
the other hand, when this steam is condensed, the piston 
descends with fourfold force. Thus, whether the steam be 
generated at merely the atmospheric, or at a higher pressure, 
the effect obtained by its generation and by its condensation, 
is the same at the same temperature. 6. In a common high- 
pressure engine, the steam, after raising the piston, is dis- 
charg-ed through a valve into the air, and the power gained 
in the j)receding case by condensation is lost ; and this loss 
is equal to the pressure of the atmosphere acting on the piston 
throughout its descent. 7. By another mode of obtaining 
power, already described (p. 65), the usual effect of a given 
quantity of steam in raising a piston is first secured \ the 
steam is then cut off, and suffered to expand until it is re- 
duced to the elastic pressure of the atmosphere ; an addi- 
tional effect is thus obtained in one part of the stroke, while 
none is lost in the other, for the condensation of the steam 
produces the same effect as if it had been generated of atmo- 
spheric pressure at first. This mode of employing steam 
combines the principles of the high-pressure, and of the con- 
densin;x, engine, and secures their joint effects ; when steam 
of very high pressure is employed, and its supply cut off 
early in the stroke, its effect is nearly doubled. There are 
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other modes of gaining power by the expansive action of 
steanif as by removing the load, wholly or in part, when the 
steam is cut off; or by removing portions of the load at dif- 
ferent parts of the stroke ; or, lastly, by adding counter- 
weights during the ascent, and removing them during the 
descent, of the piston, as in the expansive engines of Watt 
and Homblower, already described. 

97. Mechanical Effect of Engines. — In determining the 
mechanical, effect of engines, a distinction must be made 
between the total effect, and the useful effect ; in other 
words, between the pressure of the steam in the boiler, and 
the power of the steam in overcoming the resistance, or load, 
of the engine. There are several circumstances which reduce 
the effect of the steam, during its transmission through the 
engine : these are, the friction of the engine itself; and the 
loss of power resulting from the waste of steam,'*' its partial 
condensation, its passage through narrow tubes, its change 
of direction in the tubes, &c. The loss of effect produced 
by these causes, in a non-condensing engine, was computed 
by Tredgold at four-tenths, including the atmospheric pres 
sure, which would make a reduction of five- tenths on the 
useful effect of such an engine. How far this estimate was 
correct with reference to the engines on which Treilgold 
experimented, we are unable to say ; but it very much ex- 
aggerates the loss of effect in engines of more modern con- 
struction and capabilities. Tredgold's mode of calculation 
has been recently attacked by M. de Pambour, who proposes 
another theory for estimating the effects of steam engines. 
As there appears to be a difference of opinion respecting the 
* novelty' of this theory, it is stated in the following para- 
graphs in the words of M. de Pambour himself, taken from 
the work already quoted. 

• It is obvious that there will be, at every stroke of the engine, 
a certain quantity of steam in the valve-boxes and tubes connected 
with the cylinder, and that this quantity will be inefficient, and should 
therefore be placed to the account of loss of power. This quantity 
of steam is called clearance. 
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If of M. de Fambaur. — In atatbg Ihis theory, 

^ ambour supposes the steam to preserve the same 

itare throaghoat its action id the engioe, liaiiting 
to rotative eogioes witboot expansion, and taking 
iia on the consideration tnercly of the uniform motion 
u the engine necessarily attains after a very short time. 
It is well known that in every machine, the cSbrt of the 
jr first being superior to the resistance, a slow motion 
oduced, ttfaich accelerates gradually till the nueluiie 
18 a certain velocity which it doeanot surpass, the mover 
Bg incapable of sustaining a greater velocity with the 
B it has to move; the machine having once attuned this 
It, which requires but a very little time, the velocity con- 
es the same, and the motion remains uniform during the 
of the work. It is but from this moment, viz. the com- 
icemcnt of uniform motion, tfaat the effects of machines 
,in to be calculated ; and the' few rednutes during which 
-velocity regulates itself, or the transitory effects firom 
I velocity null to uniform velocity, are always neglected. 
' Now in every machine which has attained a uniform 
motion, the power is strictly in equilibrlo with the resistance ; 
(br wore it greater or less, there wtiuld be acceleration or 
retardation of motion, which b not the case. In a steam 
en^ne, the force applied by the mover b no other than the 
pressure of the steam against the -pislon or tn ike cglinder. 
This pressure then, in the cylinder, is strictly equal to the 
resistance opposed by the load against the pbton. 

" Consequently, the steam in passing from the boiler into 
the cylinder changes its pressure, assuming that which 
represents the re^tance to the pbton. Thb principle, of 
itself, expl^s all the theory of the steam engine, and in a 
manner lays its play open. 

" It becomes, in fact, easy to render an account of what 
passes in a steam engine set in motion. The steam confined 
in the boiler, at a cert^D degree of pressure, as soon as the 
i«gulator or dUtributing-cock is open, rushes into the steam 
pipes, and from thence into the cylinders. Arriving in the 
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cylinder, whose area is much greater than that of the pipes, 
the steam dilates at first, losing proportionally a part of its 
elastic force ; hut as the piston is as yet immoveahle, and as 
the steam continues to flow in rapidly, the halance of pres- 
sure is soon estahlished between the two vessels; and the 
piston, urged by all the force of the steam, begins slowly to 
move. The fly-wheel of the engine, its entire machinery, 
and the resistance opposed to it, begin then to acquire a small 
velocity, which accelerates by insensible degrees ; and if at 
the end of the stroke of the piston, the coming vapour were 
suddenly withheld, the piston would not stop instantaneously 
on that account ; it would itself be impelled for some time 
by the effect of the velocity previously communicated to the 
mass. The result of this is, that at the following stroke, the 
steam finds the piston already slowly receding, at the mo- 
ment it impresses thereon a new quantity of motion ; which 
again passes on to the fly-wheel, and to the total mass, 
where it continues to accumulate. Receiving thus, at every 
stroke, a new impulse, the piston accelerates its motion by 
degrees, and, at leng^, acquires all the velocity the motive 
power is capable of communicating to it. 

** During all this time the steam continues to be generated 
in the boiler with the same rapidity, and to flow into the 
cylinder, but as the piston acquires a quicker motion and 
developes a greater volume before the steam, the latter dilates, 
assuming a lower pressure, till at length, the piston having 
assumed all the velocity that the steam can impress upon it, 
with the load that it supports, the pressure of the steam in 
the cylinder becomes equal to the resistance of the piston, and 
the motion remains in a state of uniformity.'* — Pp. 19 — ^21. 

99. Power of Engines; Horse Power, — The 'useful effect' 
of an engine being determined, its amount is usually expressed 
by reference to some standard of comparison. It has been 
stated (p. 47) that the earliest engines were merely pumps, 
worked by steam, instead of by * horses.' The power of 
an engine would, therefore, be naturally expressed by com- 
paring its performance with the work usually done by one 
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or more borsos : and, henoe, an engine is said to be of one or 
more, horse power. Some difference of opinion has existed 
as to the amount of work which a horse is able to perform ; 
bat this Is of little consequence, as the term has now become 
conTentional, and the standard of power recognised by the 
manofacturers of engines. It has been decided that the 
power of an arerage horse, working eight hours a day, is 
equal to 33,000 lbs. raised one foot per minute ; when an 
engine, therefore, is said to be of one horse power j the ex- 
pression means that the engine is capable of moiing such a 
load through a space of one foot per minute; for CTCiy 
extra horse, an equal number of pounds is supposed to be 
added to the resistance of the engine. In one of Smeaton*s 
engines, the diameter of the cylinder was eighteen inches, 
its surface o-J4 circular inches, and he estimated its power at 
7 pounds on the inch, or i^GS pounds ; the nimtiber of strokes 
per minute was ten, of six feet each ; the power of the en- 
gine was, therefore, equal to the number of pounds, multi- 
plied by the number of strokes per minute, and by the 
nimaber of feel in the stroke ; thus, 2*26S x 10 x 6=136080 
lbs. ; hi? engine was. consequently, oi four horse power. 
It has bcjn stated (p. 14) that the mechardcal force pro- 
duced bv the evarornrion of a cubic inch of water is sufficient 
to raise about a ton weight to the weight of one foot; and 
as S3,0v'!~> lbs. amount to nearly fifteen tons, we are prepared 
to adniit tb.at the mechanical force produced by the vapori- 
sation of fifteen cubic inches of water per minute, is equal to 
what is toohnically called a cmc horse power. The know- 
ledge o^ this tact renders it an easy matter to supply an 
engine with water, in qualities proportioned to its power, 
th.at is. with 900 cubic incho- per hour for each horse power. 
The reader is now referred back to the interesting applica- 
tions of heat, stated at pp. 13, 16, cf this work. 

100. Dut'j if En.iiju's. — The * rower* of an engine is 
est::ua:ed, as above described, by the mechanical effect pro- 
duced in a certain time. By the * duty* of an engine, is 
siirnitied tb.e mechanical effect produced by a certain quantity 
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oifuely without reference to time. Hence, the power of one 
engine may be much greater than that of another, while its 
duty is equal, or even less : the amount of steam produced 
by .two engines from the same quantity of fuel may be the 
same, and the duty of the engines will then be equal; but 
the engine which produces this effect in the shorter time, is 
said to have the greater power. The duty of an engine 
obviously depends on a combination of various circumstances ; 
those connected with the construction of the boiler, the fur- 
nace, and its appendages, have been sufficiently investigated 
in the two preceding chapters. The quantity of fuel required 
for the due performance varies, also, with the form and 
size of the engine, and the purpose to which it is applied. 
Smeaton considered, that a two feet cylinder requires 174 lbs. 
of Newcastle coal per hour; this calculation would give 
97 J lbs. per hour for the eighteen inch cylinder, mentioned 
in the last paragraph ; but he was of opinion, that an engine 
of four horse power, of similar construction, could be worked 
by as small a quantity as 65 lbs. per hour. In double acting 
engines, working without expansion, the quantity of coal 
required per hour, varies from 7 to 12 lbs. The average 
consumption of fuel in the best marine engines was stated 
by Dr. Lardner at about 8 lbs. per hour for single horse 
power, but he considers this estimate only as an approxima- 
tion liable to several causes of error. The subject requires 
further investigation. 

101. Duty of the Cornish Engines, — Allusion has been 
made (p. 67) to the engines employed for draining the Cor- 
nish mines. These are generally single acting engines, in 
which steam is worked on the expansive principle. In 1811, 
these engines were placed under the superintendence of an 
eminent engineer, and monthly reports were published, em- 
bracing the following particulars: — The size of the cylinder, 
the load on each square of the cylinder, and the length of 
the stroke; the number of strokes of the pump, the diameter 
of the pump, and the depth of its stroke ; the time consumed; 
the consumption of coals in bushels, and the number of 
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Strokes during the conaumptiim, &c. The number of en- 
gines, reported on, was, at thit period, twenty-one ; they 
haye aince iacreased to siity-one. The rate of duty per- 
ibrmed is expressed by the numher of pounds raised to a 
lieight of one foot by the consumption of one bushel of coal. 
The resalts of the inquiry, for \S'2G, are g^Ten in a tabular 
form in Tredgold's work, from which a single extract will 
be here sufficient: the duty of a single engine, working on 
llioWiieal Hope Mine, with a cylinder of 60 inches diameter, 
load per square inch on the piston 8'37 lbs., length of the 
stroke 9 feet, number of strokes per minute 5"5, &e., was 
upwards of 46,000,000 lbs. raised one foot by the consump- 
tion of one bushel of coal. However surprising such an 
effect may appear, it has been far exceeded by the improved 
condition of the engines under this efficient mode of inspec- 
tion. The average of ten of these engines has more recently 
realized a duty of 70,000,000 ; and even greater results than 
this have been recorded on unquestionable authority. 



I 



94. In what two conditions does steam exhibit very dif- 
ferent properties P Is the pressure of steam, confined in a 
vessel apart from water, materially influenced by increased 
temperataref What is the effect of increased temperature 
upon steam, when in contact with water irom which it is 
generated? "What effect has heat upon tha deruili/ of steam, 
in tlie former condition? What, in the latter? Slate the 
laio of the relation between tho volume, and the pressure, of 
steam. Illustrate the law. — 95. How is this law shown to 
be inapplicable to steam? State the two laics which must 
bo taken into account in calculations of steam power. — 
B6. How is mechanical power produced by condensation of 
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steam? Describe the prodnction of power, in the engines 
of Newcomen and Watt. What is die loss of power in a 
common high-pressure engine? What power is gained in 
expansive engines, beyond the usual effects of the steam?— 
97. What is the difference between the total effect and the 
usefitl effect of an engine? By what circumstances is the 
useful effect of an engine reduced? — 98. Give an account of 
the theory of the steam engine, as stated by M. de Fambour. 
—09. What is meant by the expression horse power f What 
is the performance of a horse, per day ? What amount of 
Taporisation is equal to one horse power ? — 100. What is the 
difference between the power and the duty of engines? 
What is the average consumption of fuel required for each 
horse power? — 101. State the amount of duty which has 
been performed by the Cornish engines. 
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CHAPTER IX. 



OP LOCOMOnVK KlfGDaS ox BAII.irATS. 



102. Prelimimary Remarlu. — The nnmeroDs appliei- 
tions of steam power to the purposes of impelling marhiiMgy 
in printing, mannfactming, and agrienltiiral operations, will 
be passed OTer ; there are comparatively few to whom these 
processes are of great interest, and those few must seek 
information in larger and more elaborate treatises than the 
pfosent. Bat the extraordinary changes which the interests 
and relations of society are nndeigoing in the present day 
by means of steam locomotion^ render the sabject one of 
educational importance to CTery member of a civilized com- 
munity. AVho, in the present day -would willingly avow his 
ignorance of the application of steam to the whole science 
of navigation — ** that new and mighty power,*' to use the 
eloquent language of Canning, *' new at least in the applica- 
tion of its might, which stalks the water like a giant rejoicing 
in its course — ^stemming alike the tempest and the tide — ^ac- 
celerating intercourses, shortening distances ; creating, as it 
were, unexpected neighbourhoods, and new combinations of 
social and commercial relation ; and giving to the fickleness 
of winds and the faithlessness of waves, the certainty and 
steadiness of a highway upon the land ?" The truth con- 
tained in these words may be illustrated by a single fact, — 
a feet which in other davs would have been treated as a tale 
of romance : a vessel mav now navigate the Atlantic, between 
England and New York, within the space of fifteen days, 
and this, without stopping at any intermediate port ! 
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Again ; on the subject of inland transport. Dr. Lardner 
asks, — '* Who could have credited the possibility of a pon- 
derous engine of iron, loaded with some hundred passengers, 
in a train of carriages of corresponding magnitude, taking 
flight from Manchester and arriving at Liverpool, a distance 
of above thirty miles, in little more than an hour P And yet 
this is a matter of daily and almost hourly occurrence. The 
rapidity of transport thus attained is not less wonderful than 
the weights transported. Its capabilities in this respect far 
transcend the exigencies even of the two greatest commercial 
marts in Great Britain. Loads, varying from 50 to 150 
tons, are transported at the average rate of 15 miles an hour; 
and in one instance we have seen a load — we should rather 
say a cargo — of waggons, conveying merchandize to the 
amount of 230 tons gross, transported from Liverpool to 
Manchester at the average rate of 12 miles an hour.'* — 
Treatise on the Steam Engine, p. 329. 

Once more ; if any thing further were wanting to show 
the rapidity with which both land and sea transport may be 
performed by means of railroads, steam engines, and pad- 
dle wheels, the excursion performed on September 21, 1841, 
under the arrangement of the directors of the Southampton 
Railway, would supply it. On that day, seven carriages, 
each containing twenty-four persons, left London at a few 
minutes before seven in the morning, and reached South- 
ampton at a quarter past nine. At ten o'clock the Grand 
Turk steam boat left the pier of this town, and conveyed 
the passengers down the Southampton water, and entirely 
round the Isle of Wight, returning to Southampton by half 
past five o'clock. The company, after amusing themselves 
for an hour and a half at Southampton, entered the carriages 
of a special train at seven o'clock, and reached London at 
thirty-five minutes past nine, having thus performed a trip 
of nearly 250 miles, including sea and land, in little more 
than 14 hours and a half; a trip which a few years ago 
would almost have taken as many days. The whole excur- 
sion cost each person only twenty shillings. 
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The pretent cli^t«' will famish the reader with a succinct 
aecoont o£ the histoiy of the modem engine, as employed for 
inland transport^ in the following order : — 

1. (3as$ifieatiom of Steam EmgiMcs, 

2. Eartjf Loeomoiict Engines. 

1. Trerithick and Vivian** engine, 

2. Blenkinsop's engine ; Rack-raiL 
8. Messrs. Chapman's engine. 

4. Bntntan^s Mechanical Traveller. 

5. Adhesion of the wheels to the rails. 

6. Stephenson's Killingworth engine. 

7. Fixed and locomotive engines. 

3. Becemi Locomotive Engines. 

1. Liverpool experiments ; ' Rockef engine. 

2. Mr. Bury's engines ; cranked axles, 

3. 2>r. Lardner's experiments in 1832. 

4. Most recent locomotive engine. 

5. Mr. Samuel HalTs improvements. 

4. OfRails^ and Railroads. 

1. Materials and forms of rails. 

2. Construction of railroads. 

1. Of turn-outs, 

2. Of tunnels. 

3. Of curvatures. 

4. Of gradients. 

5. Of Resistance on Railroads. 

1. Different kinds of friction. 

2. Dr. Lardner^s experiments in 1838. 

8. Compensating effect of gradients. 

(». Locomotive Engines on Common Roads. 

1. Gumeg's steam carriage, 

2. Hancock's steam carriage. 
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103. Classification of Engines. — Although it is intended 
to limit the attention of the reader to the locomotive engine, 
as at present employed for inland, and marine, transport, 
a classification of the various steam engines, according to 
the principle hy which they are worked, may he found con- 
venient as a tahle of reference :— 

1. Condensing Steam Engines. 

1. Simple condensation in the cylinder. 

Atmospheric engines. 

2. Simple condensation in the condenser. 

1. Watt* 8 single acting engines. 

2. Watt*s double acting engines. 
8. Cornish single acting engines. 

3. Condensation and expansion. 

1. Expansion in one cylinder. 

1. Watt's engines, single and double. 

2. Cornish engines, single and double. 

2. Expansion in two cylinders. 

Homblower's and WoolTs engines. 

2. Non-condensing Steam Engines. 

1. Simple generation of steam. 

2. Generation and expansion of steam. 

1 . Engines of the first class are commonly called low' 
pressure engines ; but the term is not in all cases correct, 
for many of these engines, particularly those which combine 
expansion with condensation, work with a considerable load 
upon the safety valve, as in the case of the Cornish engines. 
The single acting Cornish engine differs, in fact, from Watt's 
single acting engine merely in the steam being employed, 
in the former case, at a total pressure of 50 or 55 lbs., and 
sometimes at 75 or 80 lbs., instead of 16 or 18 lbs. per square 
inch ; and in the expansion of the steam being carried much 
further, the steam being often cut off, when the piston has 
performed but one-tenth of the stroke. The term low-pres- 
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mare engine^ therefore, frequently conyeys a fidse notion; 
the term condensing engine, on the other hand, always con- 
veys a true one, yiz. that the engine is provided with a con- 
densing apparatus. 2. Engines of the second class are com- 
monly called high-pressure engines. In this case the terms 
are equally significant : such engines, hairing no condensing 
apparatus for the production of a vacuum, are obliged to 
work with steam of higher pressure than that of the atmo- 
sphere. Hence it is evident that high-pressure engines, 
though remarkable for the simplicity of their construction, 
never turn to account the whole power of the steam : a por- 
tion of this power is necessarily expended in merely balancing 
the pressure of the atmosphere ; and it is the excess of the 
pressure of the steam above that of the atmosphere which 
constitutes its power to produce motion. On the other 
hand, the condenser, the air-pump, the cold water pump, 
the cold water cistern, &c., are dispensed with ; the diffi- 
culties attending the injection of condensing water are 
spared ; hence, the high-pressure engine, comprising only 
a boiler, and a cylinder with its piston and valves, becomes 
available to purposes, for which its comparatively small size, 
light form, and simple construction, so admirably adapt it. 
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104. Leupold's High- Pressure Engine. — The earliest ex- 
periment of a high-pressure engine, worked by a cylinder 
and piston, was made by Leupold in 1720. His engine, and 
its mode of action, are noticed at page 31; the four-passaged 
cock is more fully described at p. 117. Nothing can be 
more simple than this apparatus : a piston is raised by steam 
of a high pressure; the steam which has performed this 
office is discharged into the atmosphere; a continuity of 
effect being desirable in pumping water, two cylinders are so 
connected that while the steam from one is escaping into the 
air, and thus producing no effect, it is acting in the other 
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cylinder so as to force water into the reservoir at the oppo- 
site end of the lever. 

105. Trevithick and Vivian's High' Pressure Engine, — It 
is to Messrs. Trevithick and Vivian that we are indebted, in 
1802, for the first practical application of high-pressure 
steam. The earliest experiment of a high-pressure locomo- 
tive en^ne was made in 1804, on a tram-road* at Merthyr 
Tydvil, in Wales. The boiler, now called Trevithick*8 
boiler, was of a cylindrical form, with fiat circular ends ; it 
was mounted horizontally upon a strong frame with four 
wheels. A tubular fine entered the boiler at one extremity, 
and, passing to the other extremity, was there curved upon 
itself like the letter & and continued backward in a parallel 
direction to the extremity at which it entered the boiler ; 
here it terminated in the chimney ; the mouth of the fine 
formed the fire-place and the ash-pit ; by this means the 
hot air from the fire communicated its heat to the water 
during its forward and backward passage through the fine, 
previously to its escape into the chimney. Tliere was only 
one cylinder; this was placed vertically at the extremity 
opposite to the fire-place, and was partly immersed in the 
water of the boiler, by which means the temperature and 
elasticity of the steam were maintained at a high degree. 
Above the cylinder was placed a four-passaged cock, and 
commimications were thus effected between the boiler and 
the upper and lower parts of the cylinder ; steam was ad- 
mitted into the upper part, and discharged from the lower 
part, of the cylinder, and vice versd, alternately. The dis- 
charged steam was conveyed by a pipe to the chimney, where 
it aided the action of the fire-place by increasing the draught, 
and escaped into the air. The upper end of the piston-rod 



• A tram-road is a continuous line of smooth pavement, usually 
formed of flat rails made of cast iron, with an elevated edge or flange, 
on one side, to guide the wheels of carriages. It is capable of being 
used for ordinary wheel carriages. 
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wu attached to a cross-bar, like the letter T; to the eztn- 
mities of the cross-bar were attached two yerfical rods, tha 
lower ends of which worked the cranks of the axle in the 
usual way. The steam cocks were opened and shut by ma* 
chinery connected with the crank axle. The motion of the 
engine was regulated by a fly-wheeL Steam of a pressure 
of about 70 lbs. was employed in this engine ; the danger of 
explosion was gpiarded against by the use of fhsible plugs^ 
and by the adaptation of two safety valves, one of which was 
locked up, and thus placed out of the control of the atten- 
dant. Tbie performance of this eng^e consisted in the 
draught of ten tons of bar iron, together with the necessary 
carriages, water, and fhel, at the rate of five miles an hour. 
106. Skidding of the TF^edls.— The early efibrts at con- 
structing locomotive engines were met by a difficulty, which 
was afterwards proved to be merely imaginary. It was sup- 
posed that the wheels would slip on the road, and would 
thus continue to turn round, while the engine itself remained 
stationary ; in other words, that there would not be sufficient 
adhesion between the tire of the wheel and the surface of the 
road, to propel the carriage. 1. To obviate this skidding 
of the wheels, as it is called, Messrs. Trevithick and Vivian 
proposed to make the tires of their wheels rugged and un- 
even, by driving into them large nails and bolts with 
projecting heads, or by making deep grooves across them, 
in order that they might take hold, as it were, upon the 
road, and thus facilitate their ascent in cases of elevation. 
Such a contrivance would, however, be attended by two 
very serious objections: first, there would be considerable 
resistance to the progressive motion of the carriage ; and, 
secondly, the rails of the road would be materially injured. 
2. In 1811, a patent was obtained by Mr. Blenkinsop, of 
Leeds, for the first double cylindered locomotive engine. 
Ilis boiler was of a circular form, and contained within it a 
tube, at one end of which was the furnace, and at the other 
the chimney. His cylinders were vertical, and were princi- 
pally within tlie boiler : the piston-rods were furnished with 
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cross-bars, to which were attached connectmg-rods, and 
these worked the cranks of the axle. His method of pre- 
venting the anticipated skidding of the wheels, consisted in 
the application of a rack-rail : one side of the road, through- 
out its entire length, was constructed with teeth, like those 
of a cog-wheel ; two of the wheels of the engine had their 
tires provided with similar teeth, which worked in gear 
with those of the road, and thus the engine was propelled. 
By means of this rack-rail, the engine was enabled to ascend 
acclivities ; but the motion was, obviously, very rough, and 
the wear of the wheels considerable ; the plan was aban- 
doned, so soon as it was discovered that there was sufficient 
adhesion of the wheels to the road without it. This engine 
of Blenkinsop*s cost £400; its weight was about 5 tons ; it 
consumed 50 gallons of water and 75 lbs. ofcoal per hour; 
its performance was 94 tons drawn on a level at 3^ miles per 
hour; its maximum speed was 10 miles per hour. 3. In 
1812, another contrivance for obviating the imaginary skid- 
ding of the wheels, was adopted by Messrs. Chapman. A 
chain was extended along the middle of the railroad, from 
one end of it to the other, and made fast at each end, and at 
convenient intervals; the chain was passed once round a 
wheel fixed beneath the centre of the carriage, in such a 
manner that when the wheel was set in motion by the engine, 
the chain was incapable of slipping upon it, and the carriage 
was necessarily propelled in the line of the chain and road. 
In this case, however, a serious loss of power was incurred 
by the friction produced by the chain. 4. In the following 
year, an extraordinary contrivance was introduced by Mr. 
Brunton for surmounting the alleged difficulty. It consisted 
in attaching to the engine a pair of propellers, resembling in 
their action the legs and feet of an animal ; these were adapted 
to lay hold on the ground at each stroke of the engine, and 
thus afford a resistance, the re -action of which caused the 
engine to advance. This "mechanical traveller," as the pa- 
tentee termed it, required a power of eighty- four pounds to 
move it at the rate of two miles and a half per hour. The 
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maehiiie being pkoed on a nflway, and a ehain appHed to 
the back part of it, for the purpose df ralsfaig a weight aa the 
engine was advancing, it was f onnd that irlth steam equal to 
forty or forty-fiye pounds* pressure on the square indi, the 
eng^e was propelled at the rate of two miles and a half per 
hour, and raised perpendicularly 812 lbs. at the same speed; 
thus making the whole power equal to B96 lbs. at two miles 
and a half per hour, or neaiiy that of six horses. 

107. AdkesUm of the Wheels to the EaOs.^The con- 
trivances mentioned in the |Mreceding paragraph were 
abandoned at this period, as it was now ascertained that 
there is sufficient adhesion between the wheels and the rails to 
propel an engine with a heaty load of carriages, along a 
road which is level, or moderately inclined, without any aid 
whatever. By experiments on the Wylam railroad, Mr. 
Blackett found that the adhesion was sufficient for the pur- 
pose in all kinds of weather, except when the sur&ce of the 
rails was covered with snow; that, when the sur&ees of the 
rails, and of the wheels, are either quite dry, or completely 
wet, the adhesion is the greatest, the sur&oe being then 
most free from all extraneous matters ; that when the rails, 
on the contrary, are moistened with wet, and partially 
(overe J with mud, the adhesion is the least ; and that, in all 
the intermediate states of the rail, the adhesion becomes 
greater or less, according as its state approximates, more 
or less, towards either of these conditions. The experi- 
ments, by which the amount of adhesion was determined, 
are described in Wood's Treatise on Railroads. The author 
of this valuable work, on reviewing these experiments, con- 
siders the adhesion, exclusive of the power requisite to drive 
the engine itself, in the best or modem machines, as equal 
to the one-fifteenth part of the insistent weight ; and in the 
common engines, working with vertical cylinders, as equal 
to the twentieth part of the weight, pressing on the rails by 
the driving wheels. 

108. SU^phoiisons Kiliingworth Engine, — The amount of 
adlie^ion between the wheels and the rails having been deter- 
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mined, it ia interesting' to trace the metboda by which the 
pomer of the engine teas eommunicated to the wheels, and 
the progreuire motion of the machine effected. In 1B14, 
Mr. George Stephenson constmcted u engine for the Kill- 
ingworth collieiy; it had », cylindrical boiler, with a tubular 
flue paKung through it, and two cylinders. The mode by 
which it was propelled ii shown in the subjoined figure. 




Fig. 61. 



A A are the wheels of the caniage, supporting the engine \ 
B B is the frsme of the en^e, supporting the boiler; a b 
■nd c dare connecting-rods, by which motion is commuui- 
otedfrom the pbton-rod to the crank, as in the fig. p. 148; 
b « and df are the cranks which turn the two cog-wheels e 
andy,- the cranks ore so adjusted as to be at right angles to 
«uh other, so that when one of them is at the stationary 
points, the other is at the points of its most energetic action 
(see pp. 55, 56) ; and this adjustment is secured by the 
interposition of another cog-wheel g, of the same size, which 
works into the two cog-wheeb e and f. Two larger cog- 
wheels K K are fixed upon the axles of the carriage wheels ; 
the smaller cog-wheels turn the laiger cog-wheels, and 
these, as they revolve, torn the driving wheels of the engine 
at the same time. This engine was found to draw after it, 
on a rtdl with an acclivity of about one yard in 450, eight 
loaded carriages, weighing altogether al>out 30 tons, eicla* 
dve of its own weight, at the rat« of four miles per hour. 
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109. Improved Form of Ike KillingwoTth Eni/i 
1815, 3 patent was obtained by Messrs. Stephensc 
Dtxld for an ttnproved form of the engine, in which 
proposed to get rid of the jerking motion, and other 
Tcniencea caused bj the cog-wheels. With tlus vie 
crank-pin is connected immcdiatelg with one of the spokop' 
of the engine wheelH, bj means of a ball-and-socket jc^Qfc' 
In the following figure, A represents the cylindrical boiler; 
C C the two cylinders ; at the lop of each of the pistun-rod*. 
is a transverse rod, to either extremity of which is fixed ■ 
connecting-rod; the connecting-rods are seen attached at F 
and G to one of the spokes of the driving wheels. The 
action of these cranks is maintained at right angles to each 
other, by means of an endless chain, which was made to paw 
over a toothed wheel, U and F, placed on each axle between 
the driving wheels. An ingenious contriiance was intio- 



^ 




Fig. 62. 

diiccil into this engine. The machine was made to reat 
upon lUam sprintjs. The patentees thus speak of this 
improvement:—" Our inveutioD con^sts in sustainiog the 
»-cighl, or a proportion of the waght, of the engine npgo 
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pistons, moveable within cylinders, into which the steam or 
water of the boiler is allowed to enter, in order to press upon 
such pistons; and which pistons are, by the intervention of 
certain levers and connecting-rods, or by any other effective 
contrivance, made to bear upon the axles of the wheels of 
the carriage, upon which the engine rests.** These cylin- 
ders are represented in the ^g, at H H; they are screwed 
by flanges to one side of the boiler, into which they project 
a few inches; they are open above where they communicate 
with the steam or water in the boiler; they are also open 
below, where they are fastened upon the frame of the engine. 
Solid pistons 1 1 are fitted steam-tight to the cylinders; the 
piston-rods are directed downward, and fastened over the 
axles of the wheels, upon a moveable part of the frame. By 
this contrivance, the engine is entirely supported by the 
steam, which forms a spring of the nicest elasticity. Inge- 
nious as this invention is, it is of little practical utility; for, 
when the steam loses the requisite elasticity for supporting 
the engine, the pistons are forced upwards into the cylin- 
ders, and the steam suspension is destroyed. Modifications 
of the engine, now described, were adopted: the endless 
chain was laid aside, and the axles of the driving wheels 
were cranked by means of a horizontal connecting-rod, a 
plan which will be more fully described hereafter; but, in 
the most improved state of the engine, as employed until 
the year 1829, its maximum performance was to convey forty 
tons at the rate of six miles per hour; the evaporating power 
of the boiler being equal to about fifteen gallons of water 
per hour. 

110. Fixed and Locomotive Engines, — In the spring of the 
year 1829, the Liverpool and Manchester Railway being far 
advanced towards completion, the directors appointed Messrs. 
Walker and Rastrick to institute an inquiry into the com- 
parative merits of fixed and locomotive engines, with refer- 
ence to expenditure, and the capabilities of the machines. 
Their report contained the following statement: — **Upon 
the consideration of the question in every point of view. 
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takiiff the two fines of road as now ftnm^g; and haviiif 
reAivnee to eeonom j, deepateh, aafrty» and rimnmliMWi, 
our opmioii is, that if it be raohed to naka the liicipoQl 
and Maadiester Baihraj complete at oaee» ao as to aeeon* 
modate the tiaAc as stated in joor instraetionsy or a qpia- 
tity approaching to it, die statiooaiy r s Bipro c aih y ayilHB 
isthebest** Notwiflistaiidingdiisvepofft, anujoritjofdM 
divecton appealed to be in &fooF of loeomo ti fo eagiiii^ 
pTOfided tfa^ could be made of soficiflnt power, of less 
weight tiian those hitherto employed, and equable of eoa- 
snming their own smoke. A second inqfoiij was instituted 
bj Messrs. Stephenson and Locke, and with a ^Sffnnnt 
nsnlt, founded on die incre as ed power gained in die con- 
stmetion ef locoBsodto engines saiiaeq[aently to the date ef 
the prerioQS inqoiiy. The two estlmstfa are gifen in detafl 
hi Wood's Treatise on Railroads. The conqpsrison of the 
two kinds of engines, according to die latter estimate, is ss 
follows >-> 



Scationarr 
1 
Locomotiw, lew 


CkpitaL 


AbbuI 
Ezpcme. 


Espcaw of takiiv t 

ToB of 6oods One 

MUe. 


;€ 8.d. 
58,000 

121,496 7 


£ s.d. 
25,617 8 2 

42,031 16 5 


0-164 of a penny 
0-269 „ 


63,496 7 


16,514 8 3 


0-105 „ 



Me«»r9« St^'phenson and Locke obscrrc: — " That, in con- 
aideiii^r tlw long chain of connected power of the stationaiy 
Wgiiw*, jriv<^n out by so many machines, with the continnal 
<*r\vV»nir* itf the train from one line to the other, and snb- 
j^s^t f\» tho gt>wmmont of no fewer than 150 men, whose 
i%6V«\^4i/ attention b all requisite to presore the comma- 
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nication between two of the most important towns in the 
kingdom, — we cannot but express our decided conviction, 
that a system, which necessarily involves, by a single acci- 
dent, the stoppages of the whole, is totally unfitted for a 
public railway." To the same effect is the following opinion 
of Mr. Walker:— *' The probability of accident, upon any 
pctrticular part of the system, is, I think, less with the 
stationary, than with the locomotive; but, in the former, 
the effects of an accident extend to the whole line, whereas, 
in the latter, they are confined to the particular engine and 
its train, unless they happen to obstruct the way, and pre- 
vent others from passing. The one system is like a number 
of short unconnected chains ; the other resembles a chain 
extending from Liverpool to Manchester, the failure of one 
link of which would derange the whole,** 
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111. Liverpool Experiments, — The nature of the moving 
power having been decided in favour of the locomotive 
engine, a premium of £500 was offered, in April, 1829, by 
the directors of the Liverpool and Manchester Railway, for 
the best locomotive engine, subject to certain stipulations 
and conditions. The principal of these were, that the 
engine must ** effectually consume its own smoke;** that the 
weight of the machine, with its complement of water in the 
boiler, must, at most, not exceed six tons; that the load, 
attached to the engine, must be three times the weight of 
the engine; that the engine and boiler must be supported 
on springs, and rest on six wheels, if their weight amounted 
to six tons; that a machine of less weight would be pre- 
ferred, if capable of drawing after it a proportionate weight, 
and that such a machine, if reduced to a weight of four tons 
and a half, or under, might be placed on four wheels ; that 
the pressure of steam in the boiler was not to exceed 50 lbs. 
per square inch ; and that the price of the engine, which 
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might be accepted, was not to exceed £550, delivered on the 
railway. The day fixed for the trial was the 6th of October 
following; the place appointed for the trial was a level piece 
of road, of a mile and three quarters in length, %t Rainhill. 
The distance to be performed was 70 miles, or twenty trips 
forward and backward. The engine was to accomplish this 
in two journeys of ten trips, or 35 miles each, which would 
be equal to the travelling from Liverpool to Manchester, and 
back again ; between the trips, the engine was to be sup- 
plied with fresh fuel and water. The average rate of tra- 
velling was not to be less than ten miles per hour. The 
following engines were competitors for the prize: — 

Engine. Maker. 

Rocket . . . Robert Stephenson. 

Sans Pareil . . . Hackworth. 

Novelty . . . Braithwaite and Erickson. 

Perseverance . . Burstall. 

Cyclopede . . . Brandreth. 

Of these engines, the ** Cyclopede" was a horse-machine; 
it was therefore not qualified to compete for the prize ; its 
performance was only six miles per hour. The "Perse- 
verance" was, after a short trial, withdrawn by its owner, 
as being unsuited for the purposes of the Company. Three 
competitors only remained ; the construction and perform- 
ance of the rival engines are described in the following 
paragraphs.* 

112. Stephenson's '' Rochef Engine.— The ** Rocket" 
Engine of Mr. Robert Stephenson, the engineer of the Lon- 
don and Birmingham Railway, was first put upon trial. The 



* The reader who may be interested in the " Liverpool Experi- 
ments," will find them described, with minute details and tabular 
arrangements, in the valuable work of Wood on Railroads, 3d edit. 
1838. 
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weight of the engine, with Ote tender ind Qte load, was as 
folio we: — 

Tom cut. qn. Ibi. 
Engine . . .4 5 

Tender, with water and coke .3402 
Two carriages, loaded with atones 9 10 3 26 



Total Weight 



. 17 



This engine performed the fint trip of 35 miles in 3 hours 
It minates and 46 secoods, being at the rat« of npwards of 
11 mDes an hour; and, after taking in a fresh supply of 
water and coke, it performed the second half of its task in 
2 hours 57 minutes and 9 seconds, being at the rate of 
Upwards of twelve miles an hour; this speed indoded the 
stoppages at the two ends of the trial ground. Had the 70 
miles been performed in a coDtinued line, the perfonnance 
would be estimated at 17 tons, including the engine, in 
about five hours, or at the average rate of 14 milea per 




hour; the water evaporated, lUgallonspeTbonr; thecon- 
sumption of coke, 217 lbs. per hour. The general appear- 



•hbssok's "kocket" ekgiite. 

Rocket" engine is illustrated in the preceding 

11 be seen to differ in seTeral particulars from 

ilready described, particularly in the mode of 

Jie steam. A represents a cTlindrioal boiler 

-. vds, six feet in length, and three feet four inches 

eter. To one end of the boiler ia fixed a box, or 

B, at the bottom of which are the bars of the grate j 

consists of a double case, having a space of about 

:hes betveen the two casings ; this space is kept 

\iiy filled with water. The boiler and furnace bai 

jireseoted in profile in fig. 63; 

D Gg. 64 ; the letters cor- 

d with the same parts in 

I ngures. A pipe C commu- 

iles from the loner part of 

furnace case with tbe boiler, 

' <iupplies the latter with hot 

■ ; at the top of the case, a 

. D coDTBf s the steam to the 

uer. The upper half of the 

imter is defoted to stcan, tbe 

lower half it kept coiutaDtlj 

■applied with water. The lower 

half of the boiler b (nveraed by 25 copper tubes, each of 

three inches in diameter, opemog into the fnrnace-boz at 

one extremitj, and into the chimney at the other ; these act 

as flues to convej the heat of the fire to the water in the 

tM^er. Tbe cylinders, one only of which is shown m tbe 

flguro, were placed one on each side of the boiler; their 

action was confined to one pair of wheels, as represented 

aboTe. TTio generation of the steam is efi'ectually aided by 

the drtmght of the chimney: and this is materially increased 

by tbe escape of the steam into it from the cylinders by the 

[upes L, one of which b seen in the figure, the other being 

on the oppoute side of the engine. 

113. Hadt^KTtk's " Semi PareiT' Engine.— "^e next 
oagine put upon trial was Mr. Hackworth'a " Sans FaroL" 
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The wdglit of this maehine, with its tender and load, was 
as fottows : — 

Toos cwt« <]rs« ibt« 

Engine 4 15 2 

Tender, with water and foel .3730 
Huree carriages, loaded with stones 10 19 3 



Total weight 



. 19 







^iis eagtaey being aboYe the stipulated weight for fbnr 
wheels, was merely put upon trial, the results of which were 
to be made the subject of a farther consideration. During 
the journey, the pump which supplies the boiler got out of 
order, and the experiment ended. The ayerage perform* 
anoe of this engine was eleren tons, exclusive of the engine 
and tender, drawn at the rate of about fifteen miles per hour; 
the water evaporated, was nearly 150 gallons per hour; the 
coke consumed, 692 lbs. per hour. The general character 
of the '' Sans Pareil'* engine is g^ven in the following figure. 

[VWVI 




Fig, 65. 

The boiler is cylindrical, and six feet in length, having one 
end flat, the other convex. The cylinders are placed verti- 
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Fig. 66, 



cally, one on each side of the boiler, and immediately over 
one pair of wheels ; the other pair of wheels are connected 
with these by horizontal bars. The steam is generated in 
this engine on the same principle as in the ** Rocket," viz. 
by the draught of the chimney, aided by the escape into it 
of the steam from the cylinders. A horizontal section of 
the boiler, flues, and chimney, is shown in the following 
figure. The boiler is traversed 
by a tube which is bent upon 
itself like the letter p ; the 
fiimace D, and the chunney 
C, are thus placed at the same 
extremity of the boiler; at 
this extremity, the tube pro- 
jects from the boiler to an 
extent of about three feet, 

where it terminates in the chimney C. The upper part of 
the tube is surrounded at its two extremities by a semicir- 
cular case, for the purposes of obtaining an increase of 
heating surface and of draught. The hot air passes in the 
direction of the arrows B B from the grate to the chimney. 

lU. Braithwaite and EricksorCs '* Novelty'' Engine, — 
The third engine was the ** Novelty" of Messrs. Braithwaite 
and Erickson. It differed from the preceding engines, in 
having no tender, the water tank and fuel being conveyed 
on the engine itself. The weight of this machine, with its 
load, was as follows: — 

Tons cwt. qrs. lbs. 

Engine 3 10 

Water, tank, and fuel . . 16 14 

Two carriages, loaded with stones 6 17 



Total weight 



10 14 14 



Some accidents occurred to the machinery of this engine 
during its journey, and it was consequently withdrawn, with- 
out having afforded sufficient trial to test its power. With 



tbe aUne load, itsnt at iW mc I'lTt sua per ha«r; 
irith tbe IomI iWtarfawi. a eeanyei ;aM«jm at tae me of 
28 inflea per boor. TUi ^i^i^ m <f uss lad « l tgi«t 
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The priodple by which the (team i; hpre geoerated is dif- 
ferent from thai ado|.ied in th» preeediiiK engiaes. A l? tbe 
generator, or vetsel in which the slcara ii raided ; the lower 
part coDtaias water, the upper part it filled with steam. 
Connected with this i.4 a horizontal ^eneiaior B. which being 
below the level of the water in A, is itself always fbll of 
water; the steam from B passes into A by the pipe H. The 
vertical g:ener3lor A contains a tube C, fig. 68, which passes 
entirely from the top to the bottom ; at its lower part it is 
eolarged, and receives the fire-grate F ; the fnel is supplied 
from tbe top. The combtistion of the fijel is effected by & 
■trong blast of air produced by the bellows D, fig. 67, and 
GMiTeyed to tbe fire-place through the tube £ ; tbe bellow* 
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■!••,.. — by the engine. The hot air from tbe fic« tn- 
' a tube e, vhich is lwio>> bent inthiu tbe horiwpul 
tor, sod then escapes into the air b; the tube G. 
■Jeam qrlinder K works one pair of the wheeb bj 
I (rf a btll crank;* the other pair are ooBoected wiA 




Me by chaios. The action of this machinerj' nill be 

tdily onderttood by means of thi? vcrtii^ section, fig. 6S. 

'l5. Result* of the foTtgoing ExperimeBU.—Tiie " Boc- 

"^ engine having andei^ne the whole trial, and fiilfiUeil 

the conditions laid down by the directors, the prize of 

*aOO was awarded W Mr. Robert Stephenson, fur this engine. 

Let us now ounitiiler the i!U(irovenieat.-^ wiik-h were effected 

by meaDs of the competition at Liverpool; these relate, 

first, to the tceiffhl of tAt citgine: and, secondly, to its 

increased evaporating poicer . 1. Previously to these eipe- 

limeDts, an en^ne, weighing with its tender ten tons and 



* The natnre of tlie nn^b cnuiic has been freqoently Qlustnted 
in the foregoing chapters ; it tan onlf be used upon tbe end of an 
axle. F^. €9. represents tbe MJ 



Ibem both at once. 



aile; if placed 
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Fig. 69. Fie- 70. 



produces two altNime m 

procating niili eaA otber. Tie rar- 

tical bars attached to tbe cranks are tbe eoonectuig-mlsi wbieb ai 

worked bj the piston. 
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a half, was capable of drawing nineteen tons and a half, that 
is, a gross load of 30 tons, including the engine, at the rate 
of 10 miles an hoar, on a level railway. But the *' Rocket,'* 
weighing with its tender only seven tons and a half, drew 
nine tons and a half, that is, a gross load of 20 tons, includ- 
ing the engine, at the same speed. Such is the average 
estimate of the performances of the old and new engines. 
According to Mr. Scott Russell, the greatest loads drawn by 
the old locomotives were 28^ tons weight, exclusive of en- 
gine and tender, at 10 miles an hour; while the ** Rocket" 
drew 44 tons gross, exclusive also of engine and tender, at 
14 miles an hour; or, in round numbers, the Rocket, only 
half the weight of the best drawing engines previously con- 
structed, drew one-third more load at one-third more velo- 
city. The result of this is important: the old engines had 
attained the maximum of weight practicable upon a rail; all 
further increase of power, therefore, resulting from increase 
of size was out of the question. In the new engine, a 
reduction of three tons weight was considered as so much 
additional weight capable of being added to the engine, and 
a proportionate increase of power was, consequently, ex- 
pected. This anticipation has been amply verified. 2. An 
important result was also obtained in the economy of fuel. 
In the old engines, 18*34 lbs. of coke were required to 
evaporate a cubic foot of water; in the ** Rocket,*' only 
11 '7 lbs. were required to produce a similar effect. But the 
advantage of an engine of light weight and small power is 
not to be estimated by the reduced consumption of fuel, for, 
by the ''Rocket" itself, when travelling at a rapid pace, and 
drawing only three times its weight of carriages, the expense 
of fuel per ton per mile is greater than in the old engines. 
The real advantage of the new engine is found in the 
increased evaporating power of which it is capable ; the 
number of cubic feet of water evaporated per hour by the 
*' Rocket" was 18'24, whereas by the old engines the num- 
ber was only 15 '92. The increased evaporating power of 
the new engine was owing to the number of tubes intro- 
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duced into the boiler, presenting a large area of heating' 
surface to the water. Thus the " Rocket" engine, weigh- 
ing oalf 4^ tone, had an ext«nt of e'vaporating surface, three 
times and a half greater than the old engines, which weighed 
upwards of 7 tons. The great object to he attained in sub- 
sequent improvements was, therefore, to increase the evapo- 
rating surface; and the additional weight wliicli the new 
engines were capable of receiving, aftbrded a valuable means 
of securiug this olyect. 

1 18. Further ImprovemenU in the Locomotive Engine. — 
The principal improvements introduced into the locomotive 
engine, soon after the date of the Liverpool experiments, 
were of three kinds. 1. Tlie cylinders of the " Eocket" 
were placed outside the engine ; their temperature was con- 
sequently reduced by exposure to the atmosphere, and a 
proportionate amount of heat was lost by the condensation 
of steam thus produced. In engines subsequently ooa- 
structed, the cylinders were accordingly placed inside the 
casing upon which the chimney rested; they were thus ex- 
posed to the heated air as it escaped from the flue tubes 
within the boCer to the chimney, and niuintained at the 
temperature of this air, by which means condensation was 
prevented. 2. A second improvement consisted in iiicreiu- 
ing the evaporating surface. The additional weight which 
the new engines were capable of receiving, was devoted to 
the enlargement of the hojlor, and to an increased number 
of flue tubes of smaller diameter than those of the "Eocket." 
In this engine, the number of these tut)es was 25, their 
diameter being three inches; the surface thus exposed to the 
heated air was 113 square feet. In engines of later con- 
Btmction, the number of tubes has been variously increased: 
the Meteor had 88 of two inches diameter; the Comet, 
Arrow, and Dart, !)() of the same diameter; the Northum- 
brian, 1S2 of about an inch and a hall' diameter; and in an 
engine built by Mr. Robert Stephenson for the Grand Junc- 
tion Railway, the number of tubes amounted ti 
eflect of tlus increase of evaporating surface was immed 
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ptrceived in the increase of power. The quick trains soon 
attained a rate of velocity equal to twenty miles per hour, 
and this rate has since been increased. In the ** Planet/' 
the ninth engine built by Mr. Stephenson for the Liyerpool 
and Manchester Railway, the number of tubes was 129, of 
about an inch and a ha]f diameter; the surface of these 
tubes was 370 feet. On December 4th, 1830, this engine 
conveyed passengers and goods, amounting to a gross load 
of 80 tons, exclusive of the engine, from Liverpool to Man- 
chester, in little more than 2 J hours, with new machinery, 
and against an adverse wind; the maximum speed was 15^ 
miles per hour. 3. In the ** Rocket" engine, the cranks 
were fixed to the wheels, that is, to the two extremities of 
the axle, at the points of greatest distance from the centre 
of resistance. The inequality with which the impelling 
power would act upon these points, owing to the alternate 
motions of the connecting-rods, would necessarily produce 
an injurious strain upon the machinery. To obviate this 
difficulty, the cranks were subsequently removed from the 
wheels, and placed upon the axle towards its centre ; and 
they were so adjusted, that while one of them is horizontal, 
the other is vertical, and vice versa ; by this means, a con- 
tinual rotation of the wheels is effected, one of the cranks 
being continually subject to the energetic action of the 
cylinder and piston-rod. 

117. Mr, Bury' 8 Engines, — Mr. Edward Bury, of Liver- 
pool, has contributed to the improvement of the locomotive 
engine. The principal features in his engines, are horizontal 
cylinders, and cranked axles, ** The first engine made by 
Mr. Bury was the * Dreadnought,' which was started on the 
Liverpool and Manchester Railway, March 12, 1830. She 
had six wheels, and was much objected to on that account* 



* This observation, made by a writer of considerable experience 

and ability, previously to the present outcry upon the subject of 

four and tix-wheeled engines, is entitled to attentive consideration. 

Opinions are divided upon the comparative merits of the two classci 

M 
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T)ie next was the ' Liverpool ;' this wna the originsl en- 
gine made hy him with horizontal cylinders and I'mnked 
axles. Sho was placeJ on the Liverpool and Mancheeler 
Eulway, on July 22, m3D, and had aa 18-liich stroke, two 
jisir of sii-feet coupled wheels, and 13-inch cylinders. The 
great danger in cranked axiea is from their breaking, which, 
with four-wheeled engines, might i>noasioti considerable 
damage. They have been repeatedly broken ; but thb bat 
ool happened feirly to one of Mr. Bury's raaniifatture ; only 
two have been broken, and in both eases from bad welding. 
One (if theao, the engine No. 14 on the London and Sir- 
mingham Bailway, was diacovored to have been actually 
running for some lime with a broken axle, without its being 
found out ; this arises from the eccentrics being keyed on to 
the weakest parts of tlie axle, and thus forming a protection 
against accidents. The above axle had only two-thirds of 
its suction soundly welded when sent from the mnnufactory. 
Mr. Bury'a engines are now all made witli cranked axles 
and /our icheels, the goods' engines being coupled, and the 
t>asaengers' not. "Vfe attribute the success of his axles in 
some measure to the mode of constructing the iraminc. and 
Id Ilia bearings bdng inside the ivhcels, as any siiock from 
obstructions on the road is thus thrown upon the beariuga, 
and not on the crank ; the framing is made with great 
breadth and but little depth, in order to resist lateral 
shacks; whereas most other makers' have great depth 
and but little width, which would afford the moat powerful 
resistance to vertical ahocks, but, in conjunction with the 
bearings being outside the wheels, would throw all the late- 
ral ones on the crank. Many broken axles, however, have 
been produced by groas neglect in their manufacture. We 

of engines. While these sheets are passing through the press, 
Mr. Ili'rapBlli, the spirited Editor of the Railmai) Mugazint, is en- 
gaged in Dicing rMrerclies on this point, and has already travelled 
over many of ibe lines for the purpose of gaining satisfactory in- 
rormaliou. A comploti' report of the results of Ilia labours may be 
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have seen one which had heen welded together, and there 
was not a junction of a tenth of an inch in the iron, all 
round ; the whole central part heing perfectly black, with 
not the smallest sign of welding. Mr. Bury cuts his out of 
the solid iron, and only welds the part joining the cranks to 
set them at right angles. Some makers twist the axles for 
this purpose." — Scott Russell on Steam, &c. 1841. 

118. Dr, Lardner*s Experiments, — The rapid progress of 
improvement made at this period in the locomotive engine 
was abundantly testified by its increased power, and the 
economy of fuel. In the spring of the year 1832, some 
experiments were made on the Manchester Railway by Dr. 
Lardner; the results are thus stated by himself: — ** On May 
5, 1832, the engine Victory (weight 8 tons, 2 cwt., of which 
5 tons, 4 cwt. are on the working wheels — cylinder 1 1 inches 
— stroke 16 inches diameter — working wheels 5 feet dia- 
meter) drew from Liverpool to Manchester (30 miles) in I 
hour, 84 minutes, 75 seconds, twenty loaded waggons, 
weighing gross 92 tons, 19 cwt. I quarter; consumption of 
coke 929 lbs. net ; was assisted up Rainhill plane I^ mile by 
the Samson. She spent 10 minutes in watering and oiling 
halfway. The fire-place was filled with coke at starting 
(not weighed), and was again filled with coke on arriving at 
Manchester (weighed); the coke used in getting up the 
steam not included in the above estimate. 

Speed on the level . . .18 miles an hour. 

FaU of 4 f jet in a mile . . 21*50 

6 in do. . . . 25-50 

Rise of 8 feet in do. . . 17*63 

Level sheltered from wind . 20 
**N.B. — Moderate wind direct a- head; slipped on Chat- 
m'^ss, and retarded two or three minutes. 

' * On the 8th of May, the same engine drew 20 waggons, 
weight gross 90 tons, 7 cwt. 2 quarters, to Manchester, in 
1 hour and 41 minutes; stopped to water, &c., 11 minutes 
half way, not included in the above ; consumption of coke 
1040 lbs. under the same conditions as first experiment. 



■pIUABXUI* expzsik 
> A« ln<4 . . I7-7S DiDes an hour. 

— SSmIiIo. . '22-25 
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, — High wind s-h««di coBDeatiiig-rDd worked hot, 
.ejwl Wo light ; dd imTing' at Mandiesler, [ustoiii 
o loose ta oyliDders that KteAm blew tfaroi^i. 
■he 29lh of MiT. th? engine eaDed the Statuoa 
', 10 Umu, 3 cwt, with 14-iDdi cjUoders, and 10- 
.e; wbeela 4 feet 6 inchu i^xnteter, both pair bejof 
■a ay the eo^oe, iteam 50Ibs. pressnre, 130 tabes,) 
ttached to, irith 50 waggoaa laden with merchandiM, 
reigtit 150 Ions. The engine with this load travelled 
Lircrpool to Manch^ter, SO miles, in i hours and 40 
Ita, excluaiTe of delajs apaa the road for wateriog, &&, 
-■- (t the rate of aeari; 1-2 miles an hoar. The speed | 
aMordin^ ta the tndinatioas of the road. Upon a f 
t was ti miles an hour; Dpon a deaceot of C feet in 
^ it was IS miles an bour; upon a rise of 8 feet in b 
, it was about 9 mile? an hour. The weather was calm, 
me rail? viry wet, bvt the wheels did cot slip, ewn in the 
slowest speed, except at starting, the rails being at that 
place soiled and greasy with the slime and dirt to which 
they are always exposed at the stations. The coke con- 
sumed in this journey, eiclusive of what was used in get- 
ting up the steam, was 176-2 lbs,, being at the rale of a 
quarter of a pound per ton per mile.' ' 

119. Jfosi recent Locomotive Engine. — Within the few 
last years, numerous improvements have been iutrodnced 
into the construction of the locomotive engine. The various 
and minute details connected with thb subject are folly 
explained, and illustrated by a series of excellent plates, in 
Tredgold's work on the Steam Engine. The plates exhibit 
a patent locomotive engine, made by Messrs. R. Stephenson 
and Co., in 1336, for the London and BirmiDgham Railway; 
its ori^nal cost was about £1400; it has dravm a load up 
an inclined plane equivalent to 220_tons gross weight upon 
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a level, including engine and tender, at a velocity of 14 
miles an hour, with the steam at the usual pressure of 50 lbs. 
on the square inch within the boiler; the force required for 
this task, is about 2050 lbs. moving at that velocity, which 
18 equal to 77 horse power. This engine has drawn 40 tons 
at S5 miles an hour, which is equivalent to 40 horse power. 
It is capable of evaporating 77 cubic feet of water per hour, 
or eight gallons in a minute; the old locomotives could 
evaporate only 16 cubic feet per hour. Dr. Lardner states, 
that this amount of evaporation is inferior to that which he 
has himself ascertained to be produced by engines in regular 
operation on some of the northern railways; that the ordi- 
nary evaporating powers of the engines on the Grand Junc- 
tion Railway, varied, in 1838, from 80 to 85 cubic feet per 
hour; and that in engines of much greater dimensions, as 
those on the Great Western Railway, 200 cubic feet of water 
have been evaporated per hour. The consumption of fuel 
per mile for every ton of the gross load, in Stephenson's 
engine, is about a quarter of a pound, and that of the water 
is rather less than a quarter of a gallon : the consumption 
being proportionally greater with a light load ; with a full 
load, it is a cubic foot per hour for each horse power. 

120. General Description of a modern Locomotive En- 
gine, — The general construction and management of a 
modem locomotive engine, and the relation of its parts to 
each other, are now to be described. The order of descrip- 
tion will comprise an account, 1st, of the boiler and its 
appendages; 2d, of the cylinders and their appendages; 
and 3d, of the general method of working the engine. In 
the following engraving, fig. 1 represents an entire engine ; 
fig. 2, a vertical section of the same through its entire 
length ; fig. 3, an end view of the interior of the boiler ; 
and fig. 4, one of the cylinders and its appendages, separated 
from the engine. These figures are copied from the last 
edition of Wood's Treatise on Railroads, 

(1.) The Boiler y and its Appendages. — In figs. 1 and 2, 
the boiler^ which constitutes the main feature of the engine. 
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IB represented at a a' 6 b*: it is of a cylindrical form, about 
eight feet in length, and three in diameter ; it is formed of 
wrought- iron plates, which lap over each other, and are 
Joined together by iron rivets. A front view of the end of 
the boiler is seen at a*' 6** in fig. 3. The boiler is traversed 
by numerous ttUfes, which are shown in their horizontal 
position at A A in fig. 2 ; their orifices are seen in the end 
view at A in fig. 3. The tubes are inserted into perforations 
of the plates at each extremity of the boiler. To counteract 
the pressure of the steam against these plates, several stays 
o o are fastened to the chimney end of the boiler, and to the 
exterior surface of the fire-box chamber, as seen in ^g. 2. 

(2.) At the right extremity of the boiler, a chamber a c 
dd* i& represented in the end view, fig. 3 ; its upper part Is 
of a hemispherical form, and is of a somewhat larger dia- 
meter than the boiler; a section of this chamber in its 
horizontal position is shown by the same letters in fig. 2 ; 
its exterior form is seen in fig. 1. Within the chamber is 
fixed the Jire' box, e e*ff*; this is nearly of a square form; 
below, it is riveted to the chamber ait d d*; the grate bars 
are seen &t g g\ and the door of the fire-box at h; above, 
the fire-box is secured against the pressure of the steam by 
iron bars, t i i i i, which are fastened by bolts screwed on 
the under side, and keyed on the upper side, as represented 
in figs. 2 and 3 ; the sides of the fire-box are also secured 
against the pressure of the steam by means of cross bolts, 
which are represented, in the same figures, as fastened to 
the fire-box and the chamber. From the above description, 
it will be seen that the fire-box is almost entirely surrounded 
by the water of the boiler. 

(3.) At the left extremity of the boiler, fig. 2, is a chamber, 
or smoke-box, I a* /* /", of similar form to that already 
described. This chamber terminates above in the chimney 
m, and thus afibrds a means of escape for the smoke after it 
has traversed the tubes within the boiler. The chamber is 
opened, for the purpose of being cleaned, by a door at n. 
The cylinders and steam tubes occupy this chamber. 
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(4.) The upper part of the boiler presents several objects 
which deserve notice ; these are seen entire in fig. 1 , and in 
section in fig. 2. Commencing at the furnace end of the 
boiler, the first object is the steam whistle at x, a contriv- 
ance for producing a shrill sound, as a prelude to starting, 
or a warning on the road. It consists of a pipe, which is 
fastened into the top of the boiler, and may be opened or 
closed by a cock, the handle of which is seen in fig. 1 ; when 
open, the steam from the boiler rushes through the tube 
into the lower cup just above the cock; here, it passes 
through some apertures in a metallic plate which is placed 
horizontally within the lower cup, and impinges with great 
force against the thin edge of the upper cup, producing its 
characteristic sound. The next object is a large opening />, 
called the man-hole, from its office of admitting a man into 
the interior of the boiler, for the purpose of cleaning or 
repairing it; when the engine is in use, the man-hole is 
closed by means of an iron plate, fastened steam-tight, upon 
a tube raised a little above the surface of the boiler. At 
q q* are two openings for the safety valves. The safety 
valve q, nearest to the man-hole, is under the management 
of the engine driver ; it is furnished with a handle, which is 
attached to some apparatus on the other side of the engine, 
for the purpose of indicating the pressure of the steam. 
The other safety valve q* is covered up, and placed out of 
the control of the engine driver. The load on the latter 
valve is less than that on the former, so that the steam 
escapes from the latter valve first, and warns the driver to 
reduce the intensity of the fire ; this is effected by means of 
a fan, or damper, placed within the chimney, and regulated 
by a rod w w, seen in fig. 1 . The last object to be noticed 
on the top of the boiler is the chamber B, into which the 
steam from the boiler rises, previously to its passing into 
the steam tubes in its way to the cylinder. This chamber 
will be noticed more particularly in a subsequent paragraph. 
(5.) The Cylinders, and their Appendages. — The cylin- 
ders are placed horizontaUy, at the chimney end of the 
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baQeri one on each side of the engine. One of the eyifaiden 
is represented, in situ, at A; the other is seen separately kk 
fig. 4 ; they are both plaoed irithin the chamber into whieh 
the hot air eiiters from the tubes of the boUer, and an 
therefore maintained at a high temperature. The pistons 
are marked by the figures 5 and 6 ; the piston-rods 5, 5, and 
6, 6, work steam-tight through the stuffing-boxes 8, 8; they 
are attached at their further extremities to the connecting- 
rods 6y 9, and 6, 10, which work the cranks upon the axle 
of the engine ; the crank connected with the cylinder A is 
represented in the same line as the piston-rod, while that of 
the cylinder D is at right angles to it. The steam passages 
leading to the upper and lower parts of the cylinder A, are 
seen at a cC s those of cylinder D, at c c*; in both fig^ures, r 
is the steam chamber, into which the steam issues from the 
boiler, previously to its being admitted into the cylinder by 
the action of the slide e e*; the passage by which the steam 
is discharged from the cylinder, in both figures, is seen at z, 
(6.) The HeguLator^ andSteamPipes. — In fig. 2, the steam 
chamber r is supplied with steam from the boiler by the 
tube S, which is carried through the boiler, and extends 
almost to the top of the chamber B. The object of this 
chamber will now be readily understood. To prevent any 
water from passing together with the steam into the cylin- 
ders, * owing to the agitation of the water which occurs in 
moveable engines, the orifice of the main steam tube is 
placed as far out of the reach of the water as possible ; by 
this means, the steam alone rushes, in the direction of the 
arrows, from the boiler into the cylinder, while the water 
merely dashes against the outside of the tube, and falls back 
into the boiler. The regulator, by which the supply of 
steam is increased or diminished, is placed at D, and com- 
municates from the tube C in the chamber of the boiler, to 
the tube S in the chamber which contains the cylinders. 



* This mixture of water and steam, when carried into the cylin- 
ders by the cause above mentioned, is technically called priming. 
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At this point D there are two pipes branching from the 
main tube C, one for each cylinder ; in fig. 2, only one of 
these pipes is seen, the other being placed behind it. A 
complete view of this apparatus is shown in the adjoined 
figure. C represents a transverse section of the main tube, 




Fig. 71. 

leading from the chamber B, and S S are the two steam 
pipes leading to the two cylinders. The orifices of these 
pipes are guarded by two sliding discs, marked 1,1, which 
move backward and forward, and thus open and close the 
two orifices, alternately; the discs are attached to a hori- 
zontal rod, 2, 2', represented in fig. 2, which passes through 
the boiler, and is turned by a handle shown at 4 ; a sliding 
joint at 2', and a spiral screw at 3*, are adapted to this rod, 
in order to obviate any inconvenience arising from its ex- 
pansion and contraction, produced by variations of the tem- 
perature within the boiler. 

(7.) Draught of Chimney, — By means of the regulator 
and steam pipes, the cylinders are supplied with steam. 
We are now to consider by what means the steam is dis- 
charged from the cylinders. The height of the chimney m 
being insufficient to produce the draught required for the 
efieotive combustion of the fuel, and production of steam 
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Fig. 72. 



for the doe workiDZ of a locomodre <Tiginf , die steam from 
the cjIiiMiers is disebarred into the chimney, for the purpose 
of pTidaciEg^ 23 e^rient cmzb^t. 
In fiz. 2, the orince of the dis- 
charging^ tube is seen at L from 
which the steam from the cvlinders 
issces upward in the direction of 
the arrow. In the annexed ^^ure, 
this part of the machinery is exhi- 
bited more eon:p:erely. As there 
are two jipes leading to the cylin- 
ders, described in the preceding- 
paragraph, there are also two pipes 
leadiDgyram the cylinders into the 
chimney. These pipes are shown 
at r r; they gradually converge, 
and terminate in the single pipe C, 
called the blast pipe, which opens immediately into the 
chimney, as represented also in fig. 2. 

(S.) Working of the Engine. — The general construction 
of the boiler and the cylinders, with their apparatus, having 
been described, the general working of the engine will be 
readily understood. This depends on the mode of admitting 
steam into the cylinders, the reciprocating motions of the 
slide, and the action of the piston-rod and crank. 1. The 
admission of steam into the cylinders is regulated by means 
of the slide e e\ which moves upon smooth surfaces on the 
side of the cylinder, as already explained at page 1 12. In 
fig. 2, the slide is so placed that the steam rushes into the 
upper part of the cylinder through the passage a\ while 
the steam from the lower part of the cylinder rushes through 
•the passage a into the discharging pipe z, which terminates 
In the blast pipe t. In fig. 4, the position of the slide is 
altered: the steam enters the lower part of the cylinder at 
c, while the steam from the upper part escapes through c' 
into the discharging pipe z, which also terminates in the 
blast pipe. 2. The reciprocating action of the slides is 
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effected by means of eccentrics^ placed upon the axle of the 
driving wheels. The reader is particularly referred to the 
description of this mechanism already given at page 120 ; 
he will then understand how the rotatory motion of the axle 
produces a horizontal motion of the slide. Thus, in fig. 4, 
the wheel H, encircled by its ring L, revolves eccentrically 
around the axle ; the wheel is attached at L to a horizontal 
rod, which is connected with the cross bar M N, fixed at R, 
and thus communicates, at every revolution of the axle, a 
backward and forward motion to the slide, by means of its 
rod P, so as to transmit the steam to, and cut it off from, 
the top and bottom of the cylinder, alternately. A similar 
apparatus is seen in fig. 2, in which H I represents the 
eccentric, S T the cross bar, and R the fixed point on which 
the cross bar moves. The beneficial action of the slide in 
regulating the supply of steam is obvious from its being 
continually in motion, so as to commence closing the steam 
passages immediately after having fully opened them, and 
thus preventing any jar which might be produced by a too 
free admission of steam into the cylinders. 3. The general 
action of the piston-rod and crank has been explained at 
page 55 ; the machinery by which the rectilinear motion of 
the former is adjusted to the rotatory motion of the latter, 
has been described at page 52. It will be sufficient, in the 
present case, to state, that the parallelism of the piston-rod 
is effected by means of parallel sliding plates, * which enter 
into the mechanism of the joints 5 and 6, where the piston- 
rods are attached to the connecting-rods of the cranks. 
The axle is furnished with a pair of bell cranks, sections 
of which are seen in figs. 2 and 4 ; in the former, the crank 
is horizontal, in the latter it is vertical, and thus a con- 
tinuity of action is produced. 



• The description of this machinery involves some intricate 
details. The curious reader may find these in the account of Ste- 
phenson's patent locomotive engine, given in the work of Tredgold, 
p. 434. 
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(9.) Jhcerring Eccentrics. — It is necessary for a locomo- 
tive engine to be enabled to travel backwan] aa well as 
forward; but with the reversed motion of the engine, the 
position of the eccentrics must be reoeried. This may be 
effected in two ways. I, In cases in which each cylinder is 
provided with only one eccentric, this is placed loose upon 
the axle, so as to admit of having its position, with reference 
to the crank, reversed, whenever it is necessary to reverse 
the motion of the engine, -2. It is more uanal to employ 
two eccentrics for each cylinder, the one for working the 
slide in the forward motion, the other in the backward 
motion, of the engine ; when the motion of the engine is to 
be reversed, it is necessary that one pair of eccentrics be 
thrown ont of gear, while tlie other pair is put in gear. 
Tlus is effected by means of a hand lever, which is turned 
by the driver of the engine. 

121. Mr. Halls Smoke Consumer.— Mr. Samuel Hall, 
of Basford, near Nottingham, has recently introduced a 
method of consuming the smoke and infiammable gases, 
simultaneously with the other component parts of coal, by 
which means considerable economy is effected by the use of 
coal instead of the expensive article coke. Taking the cost 
of coal and coke respectively on the Midland Counties' Rail- 
way as a ground of calculation, it is stated that £100 worth 
of coal will evaporate as much water, and propel a train a« 
many roilea, as £'2S5 worth of coke. The apparatus by 
which this economy of fuel ia effected, has been in operation 
for several months in the " Bee" locomotive engine, on the 
above railway, and has more recently been adapted to many 
stationary engines in our manufacturing towns. The testi- 
mony of Mr. Herapath respecting the success of this in- 
vention in the case of the " Bee" engine, is most satisfactory. 
"I could not," he observes, "with my utmost attention, 
discover any difference between the colour of the emisdons 
fh>m the chimney and the safety valve, though nothing but 
pure coal was used, and not the slightest taint of the atmo- 
sphere was perceptible to me." (Jiailwai/ Mag. Dec. 11, 
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I841.) The result of an experiment of the same engine, 
lately made by a party including several Directors and 
Engineers of various railways, was equally decisive: not only 
was there not a ^* particle of smoke" produced while the en- 
gines were in operation, but the smoke was equally consumed 
when they were in a state of rest. (Railway Times, Dec. 11, 
1841.) This invention consists in the introduction by side 
and front tubes of a certain quantity of atmospheric air of 
a high temperature into the fire-box ; this air passes over 
the fire from one end to the other, and efiects the combus- 
tion of any unignited inflammable gases, carbon, and other 
combustible matters, as they are generated and liberated 
from the fuel, and before they arrive in the form of smoke 
to the chimney, or perhaps even to the flues leading to the 
chimney. 

122. Experiment of the ** Bee^* Engine. — In a report 
made by Mr. Marshall, the engineer of the North Midland 
Railway, on the subject of the **Bee," the following state- 
ments occur: — **The patent smoke-consuming apparatus 
consists of sixteen tubes in the lower three rows of the 
boiler, which are prolonged by moveable tubes through the 
smoke-box door, and also four tubes of the same size are 
inserted at each side of the fire-box at the same level, 
making in all twenty-four tubes of 1^ inch diameter, for 
supplying a stream of fresh adr over the fire at the level of 
the lower boiler tubes. To msdntain a constant draught in 
these air tubes when the engine is standing, a small steam 
pipe is led into the blast pipe, which throws a jet of steam 
when the engine is not working." 

In an experiment of this engine, made last October, Mr. 
Marshall reports as follows: — ** Steam well up; pressure 
on valve altered from 55 lbs. to 60 lbs. on the inch, as in 
North Midland engines ; smoke consumed completely with 
the extra steam blast whilst standing, leaving scarcely any 
appearance but the steam out of the chimney." Again : — 
* * Smoke consumed completely, whilst running with the 
ordinary blast alone, leaving only a faint tint, except rather 
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at starting, from filling up the fire, the steam well kept and 
fire good in the trip." Once rnaTe:—" Smnhe r-onofmrd 
completelff in both trips, leaving no colour ia ihe steain 
that wouM lie observed, and the supply uf steam abuodaQt 
throughout, being altrays blowing at the safety valve, with 
the lue of the extra blast only, whilst the steam was shut off 
from the cylinders." 

123. Other Improvements of Mr. Hall. — 1. The improve- 
raent, briefly noticed in the preoeding paragraphs, is at 
once simple and ioeipensive. Instead of supplying' the fire- 
box with atmospheric air by tubes or flues outside the boiler, 
■ome of the tubes already existing within Ihe boiler are 
evoted to this purpose, being merely continued on by means 
of moveable tubes, to the door of the smoke-box, where the; 
are open to the atmospheric air. In the case of locomotive 
engines, a further supply of common air is admitted through 
smaller tubes inserted into the fire-box, and also by perfbra,- 
tions made in the door of the fire-box. The temperature of 
the latter supply of air is, of course, considerably below that 
of the former; but, the latter quantity being' much smaller, 
no injuriouB effect is produced in the temperature of the 
total supply of air. i. It is obvious that, while the engine 
is ia motion, with its air tubes open to the atmosphere in 
the front of the smoke-box, there will be a consiiierable 
draught of air through the engine ; but that, when the 
engine stops, and there is no discharge of steam through 
the blast pi[ie, the draught will be discontinued, and dense 
volumes of unconsumed smoke will issue from the chimney. 
To prevent this, Mr. Hall adapts a pipe and a valve to the 
boiler, so as to transmit a portion of steam up the chimney, 
when the engine is at rest, and thus to produce a draught of 
air in the same way as is efiected by the steam which 
escapes through the exhausting pipes of the engine when in 
activity. 3. Another valuable improvement is that of con- 
densing all the waste steam by means of the water in the 
tender, when the engine is at rest. Instead of injecting the 
Bteam immediately into the water, and thus producing in- 
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jurious shocks to the tender, Mr. Hall introduces a series of 
pipes* immersed in water into the tender, and causes the 
steam to pass smoothly through them, hy which means it is 
condensed, and afterwards returned, in the form of water 
at a high temperature, to the boiler. By following out this 
method, all the steam at present discharged, during the 
inactivity of the engine, by the safety valve, would be saved 
and devoted to useful purposes. 4. Another, and most 
interesting part of the invention, is a contrivance for making 
evert/ tube within the boiler take its due share of heat from 
the fire, instead of the upper tubes taking more than the 
lower ones, owing to the tendency of the heat to ascend to 
the upper part of the smoke-box in its progress to the 
chimney. This improvement consists of a metallic plate, 
bent into the form of an arch, and introduced into the smoke- 
box, so as to leave a space between the plate and the sides 
and top of the smoke-box. This plate is perforated by a 
great number of small holes, tlie aggregate area of wjiich is 
equal at least to the area of the chimney; Mr. Hall states 
that he would prefer having their area equal to double that 
of the chimney, or even more, so as to give a free passage of 
all gaseous matters through them into the space between 
the plate and the sides and top of the smoke-box, on their 
progress to the chimney. The plate is called a distributing 
plate, from its effect in distributing the heat equally through 
all the tubes of the boiler. This plate has the further 
advantage of preventing the passage of any portions of 
ignited fuel from the smoke-box to the chimney. 5. Among 
the collateral advantages arising from the better combustion 
of fuel and smoke, two may be noticed as materially con- 
ducive to the comfort of the passenger : the offensive odour 
arising from decomposition of the steam during the stop- 
pag i uf the engine, and the escape of particles of ignited 
fuel from the chimney, are both obviated. 



* This series of nines constitutes the patent condenser of Mr. Hall, 
;)n apparatus which will bs fully deticribed and illustrated in the 
follow ing chapter. 



124. Mr. B. SUplumtim'i uv E»pime. — Mr. BalMft 
SWpbeiuoc hu takaa oat ■ patent Ibr a neir eagiae, in 
wbicb three inportMit ahendotu are inlmdiiced- 1. "Om 
lci^tlioftbe£«^, andtMmseqaendjtfaa cxteot of beato^ 
Mirfoce, we incrMsed about 50 per eenL, die tube* ben^ 
12 feet long, inttead of fiwn 8 to 9; by tins me*aa, the 
patentee expects to be enabled to reduce tbe inteese beat of 
tbe air in tbe smofce-bor, so destmrtiTB to the tnlies is tbal 
part. The fire-box u reduced US per cent. The result of 
tbese two cbxeges be cosaders Till be a considerable sa.niig 
of fuel. A small pair of traiting wiieels are placed eloae 
btjbre tbe fire-box. instead of behlcd tbem, as in olber 
engines with sborter boilers; the driniiEr wheels are in tbe 
centre, as id other engrnes, their axles beinz tboa under die 
centre of ^rarity of the ec^ne; the leadhi^ wheels am 
placied jnst behind the smoke-box, as in a foar-wbeel engine. 
Indeed, tbis eogine, with regard to the relative positions of 
the fate and hind wheels, in respect of tbe lire and smoke 
boxes, is a four-wheel engine extended &om6 to 11 feet. 

2. The rahes are placed at the sides of the cTlindera, 
iQi-teaH of at ihe Sop; the confoqnoncd of which is a direct 
connexion between the eccentrics and tbe valves, » saving 
of all the levers, with their cost of construction, their wear 
and tear, and a more tight and certain action of the valves. 

3. The pumps are worked with a shorter stroke, from the 
reversing eccentrics, by which a slower motion of the pamps 
is obtained, and the wear and tear of them is expected to be 
diminished. The anticipated results of these alterations 
are, economy in fuel, and diminished wear and tear of tbe 
engines. 



125. Material! and Form of Bails. — The object of a 
railroad is to provide bard, smooth, and unchangiiig sur- 
faces for the wheels of carriages to roll upon. These 
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surfaces coDsist of two parallel rows of railsj or bars, of a 
suitable material and form, raised a little above the general 
level of the ground, and presenting upward a smooth and 
even surface. The rails are placed neatly end to end, and 
secured by fastenings to blocks of wood or stone, called 
sleepers, which are embedded in the earth at intervals of 
about three feet. 1 . The earliest railway employed in this 
country was constructed of wood. In 1676, coals were 
conveyed, near Newcastle-upon-Tyne, from the mines to 
the banks of the river, **by laying rails of timber exactly 
straight and parallel ; and bulky carts were made with four 
rollers fitting those rails, whereby the carriage was made 
so easy, that one horse could draw four or five chaldrons 
of coals."* In the wooden railways, the upper surface of 
the rail being convex, a projecting edge, or flange, which 
dips on the outside, was attached to one side of the circum- 
ference of the wheels, in order to keep them upon the rails. 
2. About a hundred years afterwards, Mr. Curr constructed 
a railway of cast iron at the Sheffield colliery ; it was called 
the ** plate rail." The rails consisted of flat bars, having 
an upright ledge for retaining the wheels on the line, 
and nailed down to wooden sleepers. In the plate railway, 
the carriages were kept upon the lines, by means of the 
ledge of the rail, which formed a substitute for the flange 
of the wheels; these were, accordingly, made flat and of 
less breadth. 3. In 1789, Mr. Jessop introduced a form of 
railway, termed the ** edge rail,'* in which the edge of the 
rail was presented upward, and the wheels of the carriages 
were flanged, as in the case of the wooden railway. The 
following figure represents a side view of a common cast- 
iron edge railway. S represents the sleepers, consisting of 
large blocks of stone with a broad base, which are previously 
placed in the ground at a proper level. To the sleepers are 
fixed pieces of cast iron, C, called chairs; these have a flat 
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base, from which two upright ledges are cast as far apart as 
the breadth of the rail, thus forming a cavity into which the 




Fig, 73. 

ends of the rails, R, are fastened together by means of iron 
pins. 4. At the beginning of the present century, rails of 
malleable iron were first introduced; but owing to their 
expensiveness, they were little used until 1820, when a 
patent was obtained by Mr. Birkinshaw for manufacturing 
or rolling rails of malleable iron, which should combine the 
same bearing surface as the cast-iron rail, with the most 
improved form for ensuring strength ; in the present day, 
malleable iron is exclusively used in all public lines of 
railway. The supports, or sleepers, are now usually con- 
structed of wood, this material being found to yield more 
readily than stone to the rolling of the wheels, and thus to 
obviate the injurious effects of jolting on the carriages. On 
the Great Western Railway, between London and Bristol, a 
plan has been adopted of placing rails, having parallel sur- 
faces, upon longitudinal beams of timber, which are united 
at intervals by transverse bars. 5. Rails of malleable iron 
are of two forms. One of these is the fish-bellied or ellip- 
tical rail ; in this form, each rail is of about twelve feet in 
length, and six inches in depth at the two extremities, from 
which it gradually deepens downward into the characteristic 
form just mentioned, and which is seen in fig. 73. The 
other is the parallel rail ; in this form the lower surface, 
instead of swelling out like that of the preceding variety, is 
parallel to the upper surface. There is considerable differ- 
ence of opinion as to the comparative merits of these two 
forms of rail ; both kinds have been laid down on the 
London and Birmingham Railway. 
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126. Of the Constj-uction of Railroads. — The expense of 
constructing a railroad, simple as it may appear when 
finished, is exceedingly great. In the first place, the land 
through which the line is to pass, must frequently be pur- 
chased at an exorbitant price ; and the preliminary expenses 
of legal process and of procuring an act of parliament to 
sanction the line, sometimes amount to as much as £2000 
per mile. If the proposed line be carried through a tract of 
country presenting great inequalities of surface, the ex- 
penses of excavating, embanking, tunnelling, &c., become 
enormous ; an entire charge of £30,000 per mile is con- 
sidered a moderate expenditure in the construction of rail- 
roads in this country. 1. The formation level o^k proposed 
line being determined, all the portions above this level must 
be cut away, or excavated, while all the space below it 
must be filled up, or embanked. It is, of course, desirable 
that the quantity of material obtained by excavating should 
be equal, as near as may be, to the quantity required for 
embanking; and that the distances between the places of 
these two operations should not be great. In cases in 
which these advantages cannot be secured, additional ex- 
pense is necessarily entailed ; where the excavated materials 
are insufficient for the embankments, the deficiency must be 
made up from other land by what is termed side cutting; 
where the excavated materials exc^d those required for 
embankment, the surplus is thrown aside, or laid to spoil ; 
and where the distance is too great between the excavation 
and the embankment, either or both of these inconveniences 
may occur. 2. In America and in Belgium the lines gene- 
rally consist of only one track ; in Great Britain there are 
always two tracks, in order to accommodate trains going 
in opposite directions. 3. The width between the rails was, 
in the early period of railways, determined by the legislature 
at four feet eight inches and a half, and this is the width 
observed on most of our principal lines. In 1836, this rule 
was suspended, and the width on the Great Western Rail- 
way is seven feet. The policy of departing from a standard 
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loidlA seems questionable, -when the coramnnicatioiia likely 
to occur between tbe great lines are considered, for it is 
tibvious that the eu^nes and carriages must be changed 
wherever the width of two linea varies, and that much in- 
fonyenience will be occasioned by loss of time and other 
circumstances. The breadth of the bearing part of the rails 
is generally two inches and a. half. 4. The width betieeai 
the two tracks on the Liverpool and Manchester Railway is 
the same as that between the rails, viz.fourfeet eight inches 
and a half. On the London and Birmingham Riilway, it 
is six feet. According to Mr. Wood, the Intter width is 
preferable upon great lines of railway ; but esperience has 
shown that no great ineonvenieoce is felt upon lines of the 
former width, b. The width between the rails and the edge 
of the embankment must be siifBcient to ensure the stability 
of the sleepers and of the rails ; a width of four feet is found 
to be perfectly sufficient for these purposes. Mr. Wood 
observes: "On approaching a narrow embankment, at a 
rapid rale, the general impression is, that the engine will 
run over the side of the embankment, and drag the train of 
carriages over it. Nothing can be more fallacious; for, if 
the engine were, by any accident, to run off the rails, it 
would not drag the carriages alter it. If it go over at all, 
the carriages wilt push tlie engine, but the engine will not 
drag the carriages ofet, for this very simple reason : if the 
engine do run, or be thrown off the rails, a diminution of its 
speed immediately takes place; and, there being no such 
check to the carriages, their inertia carries them forward 
against the engine, pushing it on until the whole train is 
slopped, In approacliing the question, we must, therefore, 
consider it with reference to that mode of action ; and, like- 
wise, with reference to the immense tangential force inherent 
in an engine and tratD of carriages moving at bo rapid a 
rate." According to this experienced writer, we have tho 
width of the excavations at the formation level, including the 
width for drainage of water on each side of the railway, in 
ihe following proportions ; — 



. 10 ft. 
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Two lines of railway, including rails 
Width between the two lines » 
Width on the outside of rails 
Width required for the slopes 
Width for the drainage • • 

33 



127. Of Turn-outs J or Passing Places, — In public lines 
of railway, on which two trains may be travelling in the 
same direction, and at unequal speed, it is necessary to pro- 
vide a means by which the slower train may turn out of one 
track, and cross over to the other, in order to allow the 
faster train to pass it. This is effected by means of a move- 
able rail, or switch^ placed at the point where the turn-out 
track branches from the main-track, and passing obliquely 
across the line of rails, at such an angle as to obviate any 
considerable shock to the carriages on entering upon it, to 
prevent the wheels from running off the rails, or from twist- 
ing the frame of the carriages. The angle should depend 
upon the rate of speed at which the train is travelling. 
Upon the private colliery railways, where the rate of speed 
is not more than eight miles an hour, the angle is generally 
between 6° and 7° ; but upon public lines of railway, where 
the speed is great, a less angle than 2°, or 2^°, should not be 
adopted (Wood). The moveable rail is placed in its proper 
position by an attendant ; hence, it is important to have as 
few passing places as possible. In private lines of railway, 
in which there is only one main track throughout the entire 
length, short intervals of double tracks are laid down, with 
proper turn-outs to admit of carriages passing each other 
In opposite directions. 

128. Of Tunnels.^The subject of tunnels will be here 
noticed merely with reference to certain objections made, in 
the year 1836, by men of reputation, before Committees of 
the House of Commons, as to their supposed injurious effects 
upon the health of passengers, owing to the alleged diffi- 
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night,"* The ventilation of tunnels takes place, first, by 
the air blowing through them ; secondly, by the effect of 
the perpendicular openings in them, called shafts, through 
which the air in winter, because then hotter than the atmo- 
sphere, ascends — ^in summer, because colder, descends — 
producing, in both cases, a change of the mass below ; and, 
thirdly, by the passage through the tunnel of the trains of 
carriages driving the air along. "In any case,** adds Dr. 
Arnott, "where these influences are insufficient, it would 
be easy, by hoisting a sail on one of the carriages of a train, 
which sail would nearly stretch across or fill the tunnel, 
absolutely to sweep out the whole of the air at each transit.*' 
129. Of Curvatures. — It is scarcely possible to construct 
a line of railway perfectly straight ; there must of necessity 
be curvatures of a certain amount. The effect of curvatures 
is to produce lateral friction of the flanches of ihe wheels 
against the sides of the rails. On this subject, Mr. Wood 
observes: — "All the wheels now used on railways, es- 
pecially where curves occur on the lines, are constructed, 
so that the outside rim is conical, or is enlarged in diameter 
next the flanch ; when, therefore, the carriages are passing 
round a curve, the wheels, being connected together by the 
axle, form as it were, a conical roller, running upon the 
rails with different radii ; the larger radii being on the out- 
side curve of the rail. This increase in the diameter of the 
wheel, running on the outside, compensates, to a certain 
extent, for the increased length of the outer curve of the 
rail ; and if the radius of the curve be not less than the line 
which the two wheels of unequal radii would describe, the 
wheels will travel along the line without rubbing against 
the flanches. But, if the curve be more acute than such a 
line, then the flanches of the wheels are the only guides to 
keep the carriages on the rails.** The same writer observes, 
that if the outside rail of the railway be elevated to such a 
height, above the inner rail, as to give to the axles of the 

• Arnott On Warming and Ventilating. 



carriages resting upon the two rails, such an inclination as 
will produce upon the carriages a gravitating force ttncaTds 
the eeatre of the curve, equal in amount to that of the 
eetitrijugal force outwards, there will be no tendency in 
the carriages to upset, or to press the wheels against the 
rails. It is obvious that the smallest curvature should have 
a conniderahle radius : Mr. "Wood statea that a radius of 565 
feet is less than ought to occur in any curvature on a rail- 
way. In going round a height, the radius ought to be 
considerably larger, in order to allow the engiiie driver to 
look out, so as to prevent collisions from trains [ravelling 
in either direction. 

130. Of Gradients. — Gradients are inclinations of the 
road, and are obviously of two kinds, ascending and de- 
scending. 1. In the ease of ascending gradifnts, in which 
the inclination exceeds a certain limit, additional power 
must be ^ven to the engine, in order to overcome the 
increased ettect of gravity. Various methods have been 
adopted for this purpose: a, subsidiary locomotive engine is 
kepi in readiness at the foot of the gradient, in order to 
assist the train on its arrival, as is generally adopted on the 
Liverpool and Manchester line ; or a fixed engine is placed 
on the summit of the gradient, and communicates by a rope 
with the train at the foot of the plane; or the load is 
divided at the foot of the gradient, and the engine carries it 
up by two or more ascents, as has been occasionally done 
on the Rainhill inclination of the Liverpool and Manchester 
Railway. 2. In the case of descending gradients, the in- 
creased velocity arising &om gravity must bo checked by 
means of a break ; this consists of a curved piece of wood, 
which fits the circumference of some of the wheels of tha 
carriages, and is pressed upon them by a lever worked by 
the engine driver with more or less force, according to the 
declivity of the gradient, or the velocity with which it ia 
desirable for the train to descend. The subject of gradien 
will be noticed again presently. 



DIPFEEENT KINDS OF PEICTION. 



185 



OF RESISTANCE ON RAILROADS. 

131. Different kinds of Friction, — In all locomotive 
engines, a certain degree of obstruction, or resistance, is 
caused by friction. There are two kinds of friction, the 
rubbing friction of the axles sliding within their chairs or 
bearings,* and the rolling friction of the circumference of 
the wheels upon the rails; but, as both these retarding 
forces are in operation at the same time, it is usual to 
comprehend both kinds under the general term friction or 
resistance. Until a recent period, almost the total amount 
of resistance to the progressive motion of an engine was 
referred to the mechanical obstructions above mentioned. 
The total amount of resistance has been variously stated 
by different authorities: on a well-constructed level, it has 
been generally estimated at the 240th part of the gross load ; 
on inclined planes, the ordinary resistance is, of course, 
Increased by the effect of gravity, and the power of traction 
must be proportionably increased. According to this mode 
of calculation, an ascent of one foot on a plane of 240 feet, 
would require the power of traction to be doubled ; on an 
ascent of two feet in 240, the power must be trebled ; on 
an ascent of three feet, it must be fourfold; and so oh. 
Hence, it appears that a very slight inclination involves a 
very considerable increase of the power of traction: the 



♦ The annexed figure represents the siieplest form of axle, and plan 
of bearing. A represents an end view of an axle, which revolves in the 
direction of the arrow. B represents 
a cast or wrought-iron chair^ which is 
secured to the framing of the carriage 
by bolts, with a semicircular hearing 
for the axle to work in. The bear- 
ings are placed within, or outside, the 
wheels of the carriage. The lubri- 
cating matter C is placed against the 
axle, so as to keep up a continual 
supply, and ensure a uniform action. 
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inclinatioa, on tho Manchestfj railwaj', rises one 
96, aod would, accordingly, require the amount of 
,' traction to be increased fourfold. But thi< mode 1 
so has reccotlf been called in question. H 

Pambour' s Calculations.— \a 1^34, M. Pamboig J 
B series of valuable eipcmneuts upon the IiivCT-M 
Manchester Railwaj, in order to determine ttlflH 
n iHction, or resistance (o traction, in locomotii^l 
LS at present constructed. The portion of tha lini^ 
iras on the Sutton Plane, whii:li is a uniform incli- 
H' nearly I in i 01); at the bottom of the plane, the 
nearly level. His plan was to start the carriages 
a given point on the plane, to allow them to raa 
'.he plane, and to be brought to rest by their friction 
level part of the line helow. Stakes were set up at 
fala of 830 feet ; the diatanees, and corresponding 
"t of level from the starting point to the different 
in feet, were carefully nirted. The details of these 
iments are described in the Traiti des Mac/iinet 
^^^^malives of M. Pambour. The conclusions at which he 
arrived, are as follow. 1, The average resistance of the 
carriages, without the engine and tender, is about 81bs. per 
ton of the gross iveight of the carriages and load. 2. The 
average resistaoce of locomotive engines, in good order, is 
about 151bs. per ton of their weight. 3. The resistance of 
the engine la increased by the load at an average of about 
lib. per ton. In these experiments, the average resistance 
of the single carriages was estimated at the SOGth, that of 
the carriages in trains at the 2G2d, part of the weight. 
These results are considered by Mr. Wood as too favourable; 
they may, however, be taken as approximate estimations for 
locomotive engines as at present constructed. 

133. Dr. Lardner' s Experiments.— \a the autumn of 1838, 
a series of experiments was performed by Dr. Lardner, in 
order to determine the mean amount of the resisting force 
opposed to the monng power ; the plan adopted, was to 
observe the motion of trains descending steep inctiuationB. 
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Contrary to the opinion previously entertained, it was found 
that the acceleration was not uniform, but that it actually 
lessened with increase of speed. Thus, ** if a certain speed 
were gained by a train in one second when moving at five 
miles an hour, a much less speed was gained in one second 
when moving ten miles an hour, and a comparatively small 
speed was gained in the same time when moving at fifteen 
miles an hour. In fact, the augmentation of the rate of 
acceleration appeared to diminish in a very rapid proportion 
as the speed increased: this suggested to me the probability 
that a sufficiently great increase of speed would destroy all 
acceleration, and that the train would at length move at a 
uniform velocity." It was found that the uniform speed 
thus attained, depended on the weight, form, and magnitude, 
of the train, and the inclination of the plane ; that the same 
train on different inclined planes attained different uniform 
speeds, on the steeper planes a greater speed being attained. 
**From such experiments it followed, contrary to all that 
had been previously supposed, that the amount of resistance 
to railway trains had a dependence on the speed; that this 
dependence was of great practical importance, the resistance 
being subject to very considerable variation at different 
speeds, and that this source of resistance arises from the 
atmosphere which the train encounters. This was rendered 
obvious by the different amount of resistance to the motion 
of a train of coaches and to that of a train of low waggons 
of equal weight." 

134. Compensating effect of Gradients, — ** The tendency 
of the results of these experiments shows that low gradients 
on railways are not attended with the advantageous effects 
which have been hitherto ascribed to them; that, on the 
contrary, the resistance produced by steeper gradients can 
be compensated hy slackening the speed, so that the power 
shall be relieved from as much atmospheric resistance by 
the diminution of velocity, as is equal to the increased 
resistance produced by the gravity of the plane which is 
ascended. And, on the other hand, in descending the plane, 
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B lanw length cuuiliurtcd nponadead level; and not 
-ill the Ijflie of transport be eqoal, bat the qnanti^ of 
; power expended niS not be materially dlffereal. 
iflerence between the circnmstaneea of the traasport 
- two cases will be merely, that, on the unduUting line, 
Ting Tetodty will be imparted to the train, and a vaij- 
SLstance opposed to the moTing power ; while, on the 
ine, the train woold be moTol at a uniform speed, and 

HM engine worked against a uoifonn resistance." — Lardner 

On the Steam Engine, 7th edit, p. 406, (tc 



135. Gumey't Steam Carriage. — The r 
riages on turnpike roads has been made the subject of 
experiment by the Holyhead Road Commissioners, and has 
been estimated at not less than 72 lbs. per ton of the gross 
weight. But the resistance on turnpike roads is not 
increased by cuTvaturea in the same proportion as it b on 
r^roads; and, hence, the increased power required by them 
is not so great proportionally on the former, as on the latter, 
kind of road. Furtlter, it has been found that there is suffi- 
cient adhesion between the wheels of carriages and the 
surface of common roads, to propel a train of loaded car- 
riages along them. These and other circumstances have 
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suggested the practicability of applying steam to the pur- 
pose of transport on common roads. Accordingly, in 1831, 
a steam carriage, constructed by Mr. Goldsworthy Gumey, 
plied regularly for four months between Gloucester and 
Cheltenham. The carriage performed this journey of nine 
miles four times a day. It carried, during the period of 
four months, upwards of 3000 passengers, without a single 
accident, at a greater speed than that of common stage 
coaches, and at half their fare. The value of coke consumed 
during this period was about £50. Mr. Gumey calculated, 
that a carriage weighing 35 cwt., working for eight hours, 
is enabled to perform the work of about 30 horses; that 
his propelling carriage, capable of canying 18 passengers, 
would be equal to the weight of four horses ; that the con- 
Teyance carriage would be of the same weight as a common 
stage coach capable of carrying the same number of per- 
sons ; and that, accordingly, the weight of both together 
would be equal to the weight of a common stage coach, 
with four horses included. In order to enable the carriage 
to ascend hills, steam of a very high pressure must be 
employed ; this may vary from 70 to 100 lbs. on the square 
inch. In 1829, Mr. Gumey travelled, in his steam carriage, 
from London to Bath, and back, surmounting all the hills 
on this road. His experimental carriage was found to be 
capable, in 1826, of ascending all the hills around London, 
not excepting the hill between Kentish Town and Highgate. 
136. Report of Gumey* a Steam Carriage, — But Mr. 
Gumey had to undergo the usual fate of inventors — the 
most unscrupulous opposition arising from ignorance and 
prejudice. The obstructions thrown in his way were so nume- 
rous, that, after a successful experiment of four months, 
his plan was abandoned. Mr. Gumey petitioned Parlia- 
ment, and a committee was appointed to inquire and report 
upon the subject. The following extracts from the Report 
contain some interesting matter on this subject: ** 1. With- 
out increase of cost, we shall obtain a power which will 
ensure a rapidity of intemal communication far beyond the 
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ahnast ipeed of honea in dnitghl. 3. Xor are the ulvaii- 
Uge» of steam power ccafined lo the greater Telodtf 
attained, or to its greater eheapneBs Ibaa horse draught 
Id the iatt^r. dang^ b iacreaicd, ia as large a proportion 
u eipenM, bj greater speed. In steam power, on the 
coatcarj, there is ao dan^^ of being ran awaj with, and 
that of being overturned b great]; dimini^ed. It is diS- 
eoll to coatrol four such horset as can draw a beaiy carriage 
ten niles per hour, in cose the; are Mghteoed, or choose to 
mil away 1 and for quick travelling thcr must be kept io 
that state of courage, that tb^ are ijwajs inclined for mn- 
niog awa;, particularlT down hills and at ehsrp foms of the 
mad. In steam, however, there is little corresponding dan- 
ger, being perfectly controllable, and capable of exerting its 
power in reverse in going down hills. 8. Steam has been 
^iplied as a power in draagbt in two \iiyii in the one, 
b(^ passengers and engine are placed on the same carriage; 
in the other, the engine carriage is roerelj used to draw the 
caniage in which the load is conveyed. In either case, the 
probability of danger from explosion has been rendered 
infinitely Email, from the judicions oonstruotion of boiler 
which has been adopted. 4. The rt.in_ ' ' 1 p en- 

gers from the breaking of the machin ry need sea y be 
taken into consideration. It is a me qu n d lay, 
and can scarcely exceed in frequency h as es which 
may occur with horses." The Comm d heu" 

Report by the following summary o p p the 

truth of which they stale that they h re d mple 
evidence: — 

J . " That carriages can be propelled by steam on common 
roads at an average rate of ten miles per hour. 

2. " That at this rate they have conveyed upwards of 

fourteen passengers. 

3. " That their weight, including engine, fuel, water, and 

attendants, may be under three tons. 

4. " That they can ascend and descend hills of consider- 

able inclination with facility and safety. 
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5. ** That they are perfectly safe for passengers. 

6. *' That they are not (or need not be), if properly con- 

structed, nuisances to the public. 

7. ** That they will become a speedier and cheaper mode 

of conveyance than carriages drawn by horses. 

8. '* That, as they admit of greater breadth of tire than 

other carriages, and as the roads are not acted on 
so injuriously as by the feet of horses in common 
draught, such carriages will cause less wear of 
roads than coaches drawn by horses." 
137. Hancock's Steam Carriage, — Mr. Hancock's steam 
carriage differs from the preceding, in carrying the engine 
and the passengers on the same carriage. It weighs about 
3^ tons, and accommodates 14 passengers. Various other 
contriyances have been projected for the application of steam 
engines on turnpike roads, but none of these have been 
brought into practical operation. Among other aspirants 
to success in this scheme, may be named Mr. Ogle of South- 
ampton, and Dr. Church of Birmingham. 



RECAPITULATION. 

103. Into what two classes are steam engines divided ? 
Why is the term low-pressure engine in many cases incor- 
rect? "What is the diflTerence between the single actings 
Cornish engine and the single acting engine of Watt ? 
Wliy is a non-condensing engine necessarily a high-pressure 
engine? How is it that in high-pressure engines, the 
whole force of the steam is not turned to account? 
What parts of a non-condensing engine are dispensed with 
in a condensing engine? — 104. Explain the principle of 
Leupold*s engine. — 105. Describe the construction of 
Trevi thick and Vivian's engine. What was its perform- 
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roancef— 106. What is meant by skidding of the wheels? 
What contrivances for obviating this imag-inary difficulty 
were successively introduced? — 107, How does the ad- 
hesian between the wlieels of a loeomotive enf^ine and tbe 
rail vary with the state of the weather? What is tbe 
amount of adhesion, as determined by experiment? — 108. 
!Eiplaia the method by whieh locomotion was effected by 
Stephenson's Killingworth engine ? — 109. What improve- 
ment WIS subsequently made in this engine ? Explain the 
principle of the ateam springe adopted in this engine. 
What is the objection to this contrivance?— 110. What 
advantages do locomotive possess over stationary engines F — 
111. State the conditions under which the engines were 
constructed for tlw " Liverpool Esperiments." — 1 12. What 
was the performance of the "Kocket" en^ue? Explain, 
generally, the construction of this eng'ine.— 1 1 3. What was 
the performance of the "SansPareil" engine? Forwhal 
reason was it disqualiHed for competition ? — 1 14. What was 
the performance of the "Novelty" engine? Wliy was it 
withdrawn ? Explain, generally, its construction and mode 
of action. — 115. What were the comparative weights of the 
new and the old engines ? What were their relative powers? 
What was the difference between tlieir evaporating powers ? 
To what cause was this to he attributed?— 118. What im- 
proveraent was introduced, at this period, in the position of 
the cylinder ? By what means was the evaporating surface 
increased ? What change was made in the position of the 
cranks? — 117. What are the principal features in Mr. 
Bury's engines ? What is the danger arising from cranked 
axles ? How may thia danger be obviated ? — 1 18. WTial 
was the performance of the engines "Victory" and " Sam- 
son," in 1832 ?— 1 m. What is the average amount of water 
evaporated by the best modem locomotive engines ? — 120. 
Describe the several parts of the modern locomotive engine, 
with reference to the figures at page 105, Explain ihe 
al working of a locomotive engine. — 121. What is tbe 
e of the smoke -consuming apparatus of Mr. Hall ? — 
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123. What is Mr. Hall's contrivance for economizing the 
waste steam ? What is the object of his distributing plate? 
— 124. What alterations are introduced in Stephenson's new 
patent engine? What advantages are anticipated from 
these alterations ? — 125. Of what materials are rails con- 
structed? What are the forms of rail now in use? — 126. 
What is the usual width required between the rails of a 
track ; between the two tracks of a line ; outside the rails ; 
for the slopes ; and for the drainage ? — 127. What are turn- 
outs? At what angle are they commonly placed? — 128. 
How are tunnels ventilated ? How may the popular preju- 
dices against tunnels be answered ? — 129. How is the fric- 
tion caused by curvatures on the road prevented? — 130. 
What are gradients? What are the methods adopted for 
ascending inclined planes ? How is the velocity checked 
on descending planes? — 131. What was the amount of 
resistance formerly attributed to friction, on railroads ? In 
what ratio would this resistance be increased on inclined 
planes ? — 132. What is the amount of resistance, as esti- 
mated by M. Pambour? — 133. What effect has increase of 
speed on the acceleration of a train ? What new source of 
resistance was discovered by the experiments of Dr. Lardner ? 
— 134. Explain the compensating effects of ascending, and 
of descending, gradients. — 135. What was the performance 
of Mr. Gurney's steam carriage on turnpike roads ? — 136. 
What was the general purport of the Report made on this 
method of locomotion ? 
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CHAPTER X. 
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138. Preliminary Remarks, — The application of sleam to 
the purpose of propelling yesselg, the iiroportionate impulse 
which lias hereby been ca mm un tented to commemal pros- 
perily, aod the direct relation of the invention to the art of 
warfare, are among the most remarkable phenomeDa of the 
preseot day. The beoeficiat eSectE derived from this mode 
of employment of steam power may be estimated by the 
rapid exteneion of its use, in our own country alone, within 
a coroparatiroly short period of time. In 1812, a Bolitary 
steam boat began to ply on the Clyde ; in 1825, fifty-one 
steam boats were in operation on ibe same river; in 1857, 
sixty-tiiree vessels, comprising a burden of (;,6'14 tons, were 
Bailing on the Clyde. In Great Britain and Ireland, in 
1B14, there were, eiclnaive of government vessels, eleven 
steam vessels, of 542 tons burden in all ; in 1828, this num- 
ber was increased to 344, with a burden of 30,912 tons ; in 
1838, there were 760 vessels, of 78,G64 tonnage, and 56,490 
horsepower; of these, about 490 were river steamers axA 
small coasting vessels, and -290 large coasting and marine 
vessels. The total extent to wliich steam power was applied 
in Great Britain, in 1925, was estimated by Baron Dujiin as 
equivalent to the power of 320,000 horses in constant action; 
from that jieriod its employment has been prodigiously in- 
creased; the amount of capital afloat in steam ships maybe 
said to l>e nearly six millions of money. In America, steam 
uommunication has proceeded with an equally rapid pla- 
in 1807, the first American steam boat was launched 
w Tork ; in 18S8, the whole nnmber of steam vessels 
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employed in that country, was from 700 to 800. In a late 
return from the secretary of the Treasury of the United 
States, it is stated, that on the western and south-western 
waters alone, near 400 vessels are supposed to be running, 
where none were used till 1811; and where, in 1834, the 
number was computed to be 234. On the Ohio river alone, 
in 1837, 413 different steam boats are reported to have 
passed through the Louisville and Portland Canal. As an 
illustration of the rapid increase of business in steam boats 
on the Ohio, the number of their passages throughout the 
Louisville canal was, in 1831, 406 passages, and 1501 pas- 
sages in 1837, being nearly fourfold in six years. In this 
path of national improvement, in the discovery of physical 
principles and their application to mechanical operation, it 
is the proud boast of Great Britain, that she has taken the 
lead. In the words of Tredgold, ** No new principle, no 
new combination of principles, has yet been derived from a 
foreign source ; the most perfect of foreign steam engines 
being professedly copied from British ones, and not unfre- 
quently manufactured by British workmen." We are now 
placed in that interesting period of time, when steam navi- 
gation promises to connect the most distant habitable parts 
of our globe, its extension being limited only by local defi- 
ciencies of the material to which it owes its power. Already 
has the surface of the ocean, as well as that of the land, 
been traversed by a network of lines ramifying from the 
great centres of civilization. Communication is now opened 
between the Old and the New Continents by an easy passage 
of only fourteen days; and a project is now in contemplation 
for establishing a line of steam communication between 
Great Britain and India. The moral and political results 
arising from the extended operation of this power can at 
present be but feebly calculated; but the philanthropist 
may well indulge a hope, that the dissemination of the arts, 
sciences, literature, and natural productions, of the most 
favoured spots of the earth, may, at no very distant period, 
effect the most glorious revolution in the annals of man. 
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suujcvl of tbu chapter quj be arranged under the 
iDg heads : — 

. Hiitory of Steam Navigation. 
. Ldawi and Marine Eaginet. 
t. Of Marine BoUers. 

1. Farm of boiler. 

2. Indicators ofiatlness. 

3. Bloipiag out ; brine jmmps. 
». Of the Cylinder of the Marine Engine. 

1. Relation betmemi the 

1. Dimensiom of the Cylinder, and 

2. Power of the Engine. 

2. Application of the Steam. 
5. Of the Condenser and Air-Pump. 

1. Common Iiy'eetioa Condenser. 

2. Mr. Haifa Patent Condenser. 

1. DiBtilling Apparatus. 

2. Steam Saver. 

3. The " Queen" Steamship. 

4. The '' MegtEra" and " Volcaiiii." 

5. The "British Queen." 

3. Howard's method of vaporization. 
6. Of Paddle Wheels. 

1. Paddle wheels y:iik fixed floats. 

1. Common paddle wheel, 

2. Field's cycloidal wheel, 

2. Paddle wheels with feathering floats. 

1. Buchanan's paddle wheel. 

2. Morgan's paddle wheel. 

3. HaWs reefing paddle wheel. 

7. Engines of the Steam Packet "Ruby." 

Description of a Marine Engine. 

8. Engines of the Steam Frigate " Gorgon." 

9. O/" (A< ^rcAimedean Screw Propeller, 
lit. Proportion of Power to Tonnage. 

1 1 . Steam Navigation in America. 
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139. Early History of Steam Navigation, — The project 
of Blasco de Garay, in 1543, has been already noticed 
(p. 20). The application of steam to navigation by Hulls 
has also been briefly described and illustrated (p. 32) ; his 
method of converting the reciprocating into the rotatory 
motion was ingenious, but not so simple as that of the 
crank. From the date of his invention, it appears that his 
engine was a modification of the atmospheric engine of 
Newcomen. In 1785, two Americans, James Ramsay, of 
Virginia, and John Fitch, of Philadelphia, claimed the 
renown of discovering the application of steam to naviga- 
tion, but their plan was not reduced to practice. The merit 
of the invention appears to belong to three British subjects, 
and the first successful application of it to an American ; 
their respective claims must be adjusted by reference to 
dates. In 1788, a steam boat was constructed by Mr. 
William Symington, of Falkirk, under the patronage, or, 
as some say, the directions, of Mr. Patrick Miller, of Dal- 
svnnton, and Mr. James Taylor, the tutor of his family; 
this boat was capable of being driven at the rate of five miles 
an hour. In the following year, Mr. Symington constructed 
a larger boat, which was tried on the Forth and Clyde Canal, 
and went at the rate of seven miles an hour. In 1801, Mr. 
Symington was encouraged by Lord Dundas to construct an 
experimental steam boat for towing vessels on the Forth and 
Clyde Canal ; it had a steam cylinder of twenty-two inches 
in diameter, and four feet stroke ; it appeared well adapted 
to the purpose for which it was made ; the plan was, how- 
ever, abandoned, probably on account of the motion of the 
water injuring the banks of the canal. Mr. Fulton, an, 
American engineer, and Mr. Henry Bell, of Glasgow, had 
an opportunity of inspecting the steam boat, constructed in 
1801, by Mr. Symington; and the consequence was that^ 
in 1807, Mr. Fulton launched the first steam vessel, the 
** Clermont," on the Hudson, and in 1812, Mr. Bell fitted 
up another, the ** Comet," for the Clyde; these were 
the two first vessels of the kind ever employed for public 
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service in either hemisphere. Mr. Fulton's engine was made 
in 1804 by Messrs. Boulton and Watt ; its first Tojage was 
performed between New York and Albany, a distance of 
160 miles, in about thirty hours. Mr, Bell's boat plied the 
whole summer from Glasguw to Helensburgh ; the engine 
exerted a force of about three horse power ; the weight of 
the vessel was about twenty-five tons. The rate of speed 
nf both the above vessels was about five miles an hour. 
Shortly after the experiment of Fulton's boat, Mr. Stevens, 
of Hoboken, in America, performed a successful voyage, by 
means of steam, on the open sea ; his construction of the 
vesae], and modiflcittiun of the machinery, appear to have 
realized the great objects of steam navigation. In our own 
country, the enterprise of steam navigation on the open sea 
began to be successfully prosecuted, in 1819, by Mr. David 
Napier; by his industry, communications were opened be- 
tween Great Britain and France, during the stormy period 
of winter; post-office packets were regularly establislied 
between Dover and Calais, between Liverpool, Greenock, 
and Belfast, between Holyhead and Dublin ; and before the 
year 1822, a fleet of commercial steam sliipa was constructed, 
combining greater power and speed than any at that time in 
Europe ; these vessels ranged from 1^0 to 240 tons burdoi, 
and ihoir engines from 00 to 70 horse power. In 1822, the 
" James Watt" steam vessel plied between Leith and Lon- 
don i this vessel was of 448 tons burden, and carried two 
engines of 30 horse power each ; its rate of speed was ten 
miles an hour. The " United Kingdom," the engines of 
wliieh were furnished by Mr. Napier, and were of 200 horso 
power, was the noblest vessel constructed at that period. 
Various improvements were subseijuently introduced by 
inventors whose names will appear in the following pages. 
In completing this brief sketch of the history of marine navi- 
gation, it will be sufficient to notice the performance of a 
steam vessel which plied for twelve months, in the years 
1336-37, between Greenock and Liverpool, a distance of 
220 miles: the "Unicorn" performed this voyage, during' 
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summer and winter, with yariable loads of passengers and 
merchandise, one hundred and forty-six times, at a speed of 
eleven miles an hour, with almost perfect regularity. This 
vessel was afterwards transferred to the station between 
Great Britain and America. 

140. Differences between Inland and Marine Engines, — 
1. The inland locomotive engine is propelled by means of 
wheels attached to an axle, the axle being worked by two 
cranks ; the steam ship is propelled by means of a pair of 
paddle wheels attached to the two extremities of an axis, or 
shaft, placed across the vessel, and projecting at each end 
beyond its timbers ; the shaft is worked by two cranks. So 
far, the mode of propulsion in both cases is similar; in 
both, the cranks are placed at right angles to each other; 
but in the former case, the cranks are worked by a single 
engine with two cylinders; in the latter, by two engines, 
each having a single cylinder, and acting upon a common 
shaft. Locomotion is effected, in the former case, by the 
adhesion of the wheels to the rails; in the latter case, by 
the reaction produced by the paddles striking the water in 
the opposite direction to that in which the vessel is pro- 
ceeding. 2. The engines used on railways, are of the high- 
pressure kind; in marine navigation, low-pressure con- 
densing engines are always employed in this country, and 
they are constructed in all respects on the general plan of 
Watt's double acting engine, with slight modifications in 
the forms and relative position of the parts. On the rivers 
of America, where lightness of weight is of importance, 
high-pressure engines are frequently employed. 3. In 
Watt*s engine, there is only one beam, and this is placed 
above the cylinder and piston-rod; in the marine engine, 
there are two beams, and they are placed below the cylinder 
and piston-rod. The connecting-rods, in the latter engine, 
are therefore presented upwards towards the cranks which 
they put in motion, instead of being presented downwards, 
as in the former engine. In the marine engine, the ma- 
chinery is, in fact, inverted with reference to the beam^ the 
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; In keep the bulk sad weight of Ibe engpine as 

ibie in Uie hull of the vessel (sec par. 14a). In 

.. joBls used on the American rivers, the original 

<f the parts is retaiaed, and the machinery extends 

ideriible Iieight above the deck. 4. The propor- 

ne cylinders differs in the two kinds of engine. In 

.1 engine, the length of the cylinder is usually double 

Bier; in Ihe marine engine, tlie diameter is very 

9 than the length. As necessary consequences of 

.ue stroke of the latter engine is much shorlor than 

if the former, in proporlion lo its power ; the crank Lt 

sr; and the sphere of vertical action of the moving 

u limited in a corresponding degree, ii. In both kinds 

le, there are several parts which do not essentially 

in botli there are condensers, air-pumps, and a 

ism for working the valves. In the marine engine, 

ition of power is not of tha same importance as in 

.dry land engines; the governor and its apparatus are, 

bte, not required. 

OP HARIN-B BOILERS. 

141 Form of Boiler — In the construction of the marine 
boiler It IS neceasarj to c<ubine the greatest possible effi 
cienej with the least weight 4. very compact form of 
boiler IS therefore adopted in which a large surface is 

eitpoied to the heat of iht 

furnace and a proportionate 

increase of evaporation pro I \ 

duced Tlie annexed figure 

represents a horizontal section I 1 1 

of a boiler employed m some I 

of the government vessels It I 

consists In reality of three 

boilers an\ two of which may 

be used in case of any acci L— — . tuu 

dent happening to the third F>g 75 
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There are three pairs of furnaces F F, communicating 
with three flues E, which traverse the boiler in four direc- 
tions, two forward and two backward, in the direction of 
the arrows placed in the white spaces. The intermediate dark 
parts represent the water contained within thin plates ; by 
which means the heated air acts upon every portion of the 
water at a great advantage ; it appears that the evaporation 
thus produced, when compared with that eflPected by the 
boiler of a land engine, is as three to two, with the same 
consumption of coal. The heated air having traversed these 
meandering flues, and having reached the points C, enters 
into three curved flues, repre- 
sented by the letters B, in the 
transverse section of the same 
boiler, fig. 76 ; the curved flues 
terminate in the chimney. 
Three dampers are placed in 
the curved flues at the point 
where they merge into the 
chimney, by which means the 
communication of any one of 
the three boilers with the chimney may be cut off' at plea- 
sure. In the plan of boiler here described, the flues are 
all upon the same level ; in other cases, the flues are made 
to traverse two levels, the one placed above the other, by 
which means a greater heating surface is obtained. 

14:2. Indicators of Saltness of the Water in Boilers. — The 
amount of earthy and saline deposits which takes place in 
the boilers of land engines is not great, and may be easily 
removed. But in steam vessels, the case is very different: 
from the constant supply of sea water, incrustations of salt 
and sulphate of lime are deposited in the boiler, and, these 
substances being bad conductors of heat, the boiler may 
become red hot, leaks may be produced, or even explosion 
may take place. 1. The degree of saltness of the water in 
the boiler of an engine may be ascertained by means of the 
thermometer. Some experiments were made on this subject 




Fig. 76. 
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by Messrs. Maudsley and Field, with tbe view of maintaiDing 
the water in a boiler at the same temperature, and at the 
same degree of concentration. Thej found that sea water 
bailing under the usual low-pressure standard of 2^ pousds 
on the square iueb, will arrive at 226° Fahr. in 24 hourei 
at 230° in 48 hours ; and at 232" in 60 hours, &c. ; in tbe 
last condition it contmns 1 1-32nd8 of its bulk of salt. At 
232° the solution is saturated, and salt is deposited, the 
contrentration having constantly increased with the tem- 
perature. The density of the wat^r increases with its con- 
centration, and more heat is required for its evaporation. 
Since the temperature, therefore, increases with the concen- 
tration, under the same pressure, the thermometer becomes 
an indicator of the saltness of the water, and, accordingly, 
of the danger to which the boiler is exposed from tho effects 
of incrkistatJon. Mr. Dinnen states, that having carefully 
noted the degree of saturation of the water in the boileis 
(which were made of copper) at various petiods of the doy, dur- 
ing a voyage from Falmouth to the Mediterranean and back, 
the boilers were on each successive examination found per- 
fectly clean and free firom marine deposit, with the exception 
of a slight film, the thermometer being at 2l5°,and not having 
varied in excess throughout the voyage. Hence the delay of 
"blowing out" completely on tho voyage was unnecessary. 
2. Dr. Lardner has suggested the use of a self- registering 
instrument, whii^h should not only indicate, but record, 
from hour to hour, the degree of saltness of the water in the 
boiler; this contrivance is founded on the difference of 
pressures under which the salt water of the boiler, and fresh 
water of the same temperature, are found to boil. "Asmall 
vessel of distilled water being immersed in the water of the 
boiler, would always have tho temperature of that water, 
and the steam produced irom it communicating with a steam 
gauge, the pressure of such steam would be indicated by 
that gauge, while the pressure of the steam in the boUer, 
under which pressure the salted water boils, might be indi- 
cated by another gauge. The difference of the pressures 
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indicated by the two gauges, would thus become a test by 
which the saltness of the water in the boiler would be 
measured. The two pressures might be made to act on 
opposite ends of the same column of mercury contained in a 
siphon tube, and the difference of the levels of the two 
surfaces of the mercury would thus become a measure of the 
saltness of the water in the boiler.** * 3. Another contri- 
vance for indicating the saltness of the water in the boiler, 
and the proper periods for blowing out the supersalted water, 
has been recently adopted by the Messrs. Seaward. It con- 
sists of the steam gauge (p%. 37, page 95), by which the 
level of the water in the boiler is indicated. In the water 
of the gauge are placed two hydrometer balls of different 
weight, bat both sufficiently heavy to sink in a solution of 
salt, in which the salt constitutes 1 -32nd of its entire weight, 
which is the ordinary condition of sea water. When the 
solution becomes so far concentrated that the salt consti- 
tutes 5-d2Dds of the whole weight, the lighter baU rises to 
the surface, and affords an indication of the necessity of 
blowing out. When the quantity of salt amounts to 6-d2nds, 
the heavier ball rises, and indicates that the concentration 
has proceeded to an injurious degree. When the quantity of 
salt amounts to 9-d2nds, a deposition begins to take place. 

143. Process of blowing out; Brine Pumps, — In sea- 
going vessels, it is customary at certain intervals to blow 
out the boilers. This process consists in discharging from 
the boiler into the sea the whole, or a portion, of the con- 
centrated salt water, and supplying its place with sea water; 
this is effected by means of blow-off cocks, placed at the 
lower part of the boiler, where the more concentrated and 
denser portions of the solution collect: on opening these 
cocks, the weight of the water, and the pressure of the 
steam acting upon its surface, drive out the water from 
below. This process obviously involves a loss of time and 
a waste of fuel ; the latter was estimated by Tredgold at 

* Lardner On the Steam Engine, page 453. 




r inlB Ibe fCB the 
^ u well 13 am 

n* iifCMiij of iW CHCnvBoe iMiiiriii ia the adjuslmeDt 
uBiliil by Ike tav kio^ ■/ prnvp^ butw rnn tbr ^applr aoA 
the dhebiT^ of Slit, th* tr^T" ™—™ ■^Jsj-bsrj^r-^ i^ marb 
lah dissolred in a small qointitr of waler. as the feed pampt 
ire capable of sapp!jin»- in a larce qoanliry of water; the 
tjnantitt- of salt th<ii eootinue^ mn?tani. while ihe ctifierence 
belve^Q the qnantities of water, supjilied and discharged, 
U convened into ^ceafu, aod deToled to the worting of the 
engine. If, for initance. the direharsed brine contain 
5-32nds of salt, and the supplied sea water eonlaln only 
l-03nd, i I will be the duty of the feed pump to snpply fiTe 
times as much water as the briae pump discharges ; and 
of these five parts, four are available fur the purpose of 
eTaporatioD. By means of another happy outrivance of 
Messrs. Maudsle; and Field, the brine, previously to its 
being discharged into the sea, is made to communicate a 
great portion of its heat to the supply of sea water. For 
this purpose, the brine is conveyed awav from the boiler to 
the lea in a tube, contained within another tube, ill which 
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latter the supply is conveyed from the sea to the boiler. 
Thus the hot and the cold liquids pass in contrary direc- 
tions, the former within the latter; by this means the 
temperature of the brine is reduced to about 100° previously 
to its being discharged into the sea. 



OF THE CYLINDER OF THE MABINE ENGINE. 

144. Relation between the dimensions of the Cylinder, 
and the power of the Engine. — It has been stated that the 
diameter of the cylinder, in marine engines, is usually little 
less than its length. The power of an engine is commonly 
estimated by the dimensions of the cylinder ; the number 
of inches of the diameter of the cylinder is taken as the 
estimate of the horse power of the engine, a cylinder of 74 
inches diameter being generally considered to yield a power 
equal to that of 200 horses. This rule, however, must be 
applied with caution, for the power of an engine, as inferred 
from the dimensions of its cylinder, may be merely nominal, 
and fall far below the estimate, owing to the imperfect con- 
struction and adjustment of the other parts of the engine; 
whereas, on the other hand, the real power of an ably con- 
structed engine may be far above the estimate, derived from 
the dimensions of its cylinder. The following table was 
constructed by Mr. Scott Russell from a comparison of the 
practice of the most eminent marine steam engine makers, 
with the principles of their construction. He states that, 
under the dimensions given, the engines of best construction 
will give out from one-fourth to one-third more than their 
nominal power ; that the proper nominal power of a cylinder 
of 74 inches is above that of 225 horses, and that its actual 
eflfective power, as given out in the ship, is more than that 
of 300 horses. The variations between the nominal and the 
useful effect of engines are owing, not only to good or bad 
construction, but to certain practices which are exclusively 
of a mercantile character. 
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Table of the Dimejuiom of the Cylinder of a Marine 
Steam Engine of given Horte poioer. 



Nominal Power. 


DimenE 


ons of Cjlindcr. 








(within). 


Lengtli of Stroke. 


10 Horeo power 


20 Inches 


2 Feet Inehea 


15 


^* « 


2 2 „ 


20 „ 


27 „ 


2 fi „ 


^ 


30 ,- 


2 10 „ 


30 


82 „ 


3 2 „ 


35 „ 


34 „ 


3 3 „ 


40 


36 ,, 


3 G „ 


45 




3 9 „ 


50 


40 „ 


4 „ 


60 


43 „ 


4 3 „ 


70 


40 „ 


4 e „ 


80 


49 „ 


4 9 „ 


flO 


52 „ 


5 „ 


100 


55 „ 


5 G „ 


no 


57 „ 


5 e ,, 


115 


57 „ 


5 9 ,. 


lf25 „ 


59 „ 


6 ., 


180 


60 „ 


6 ,, 


150 


6-2 „ 


6 3 ,, 


165 


05 „ 


6 „ 


175 


66 „ 


6 „ 


200 


70 „ 


7 „ 


225 


73 ,, 


7 3 „ 


250 


7(i ,, 


7 „ 


275 


79 „ 


7 9 „ 


300 


82 „ 


8 „ 


350 „ 


87 „ 


8 „ 


400 


92 „ 


2 „ 


500 


100 „ 


10 „ 
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The table shows that the power of the steam engine 
increases more rapidly than the area of the cylinder or the 
square of the diameter. By the rule of the square of the 
diameter, the power of an engine of 74 inches would be 
about 200, instead of about 225 ; and 100 inches diameter 
would give only 333 horse power ; but the same rule would 
give too small a diameter for the lower powers. The en- 
gines of the dimensions stated on the table will all work to 
more than their nominal power. In deviating from the 
proportions given in the table, a longer stroke will be pre- 
ferable to a shorter; and, with the necessary alterations 
required for high velocities of the piston, a longer stroke 
working the steam expansively is likely to be attended with 
many advantages : the pressure and strain upon the work- 
ing parts of the engine are lessened in proportion to a 
given power ; all the parts of an engine may be lighter than 
with a shorter stroke and a greater diameter of cylinder. 
A short stroke has, however, this advantage — that with a 
given length of lever and connecting-rod, the angles of 
oblique pressure are smaller, and the intervals of time be- 
tween maximum and minimum pressure are shorter. The 
velocity of the piston in the cylinder of a steam engine is 
generally reckoned in this country at 220 feet a minute, and 
all the arrangements of the engine and its work are made on 
that principle. Mr. Russell says, we can find no better 
reason for this than that a horse going at that speed, viz. 
two miles an hour, can draw 150 lbs. for eight hours a day, 
all the year round. He adds, that the rule is as universal in 
its acceptation as it is groundless and injurious ; and that 
with large condensers, and large ports and valves, double 
the speed may be employed with great advantage.* 

145. Mode of applying the Steam in tlie Marine Engine, — 
The mode by which the elastic force of the steam is com- 
municated directly to the moving parts of the engine, may 
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(he lirrauk ii> effected niand the aiis a in the direction of the 
iatu-d circle. The reader may compare the action ben 
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illustrated with that of the engine at page 60 of this treatise: 
the inversion will be immediately seen.— d. In fig. 79, the ac- 
tion of both the beams of each engine upon the cranks, and of 
these upon the axle, is illustrated. The letters ee, ee repre- 
sent the lower extremities of the connecting-rods c b {^f^, 78) 




1 ^ 


= 


H 



Fig, 79. 

at the points of their attachment to the beams. These 
extremities are connected together by the cross bars ee,ee; 
at the centres o, o, of these cross bars, the vertical bars 
o Cf o c, are attached, and these act immediately upon the 
cranks, one of which is represented at its dead point, the 
other at right angles to the shaft a a. By this arrangement, 
it is evident that the paddle wheels w Wj placed on the 
extremities of the shaft, perform one revolution for each 
reciprocating motion of the beams. 



OF THE CONDBNSER AMD AIR-PUMP. 

146. Condensation by Injection, — In the course of this 
treatise, various modes of condensation have been noticed. 
Thus, in the engine of Savery, steam is condensed in the 
vessel in which its elastic force is employed, by projecting 
cold water against the exterior of that vessel (p. 24) ; in 
Newcomen^s engine, condensation takes place also in the 
steam vessel, by injecting cold water into the interior of the 
vessel (p. 27). In other cases, steam is condensed in a sepa- 
rate vessel, by exposing it to large surfaces of cold water, as 
in the engine of Cartwright (p. 71), or by injecting cold water 
among it, as in the engines of Watt (p. 40, 60). The method 

p 
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«f eoadoMalMM jgr k^tttiam bsftr a long time been gene* 
nlfy lapytJ t> be the moat tmfid, and liie Taouiin jm- 
taetd ^ it dtc iwiat conpleM ; il bu, conseqaen^, bean 
gamtnify adofited m iteam wnlr The sue of (Ac ona- 
demair m Watt** anpaea, miiA-ml in re]stiaa to Ae 
^ lia dar, maj be aeen in the cngniitigs at tbe tttatoea 
iIm marine emSne, tbe idative size <d the 
v qipcaniMt to tare been detennined; acondoBtr 
e-balf tb ue of the cflioder b of connrnkal 
but it maj' exceed, or &I1 sbwt or. Ibis aiie id 
manj cases wiibont loss of efficieiurf. In Watt's enginai, 
tbe injftlion teater is throvn into tbe condcoser from a 
ristem provided for that purpose ; in t!ie muiae engiiN!, Ma 
water is introdoced into tbe cundeaser through a pipe in tbt 
side of the les^l, «bich is r^uUtoI b; a cock. Tbe 
eondition of the racmnn produced iu tbe condenser is tnUd 
br means of ■ barometer ^uge (p. 121); tbe great otjJMt 
nilh engineers is to ptodQce as perfect a Taeuum as poeaible. 
But Mr. Rusfell observes tbat a vieaam niaj~ be too good, 
and become a toss instead of a gain ; be adds, that if Uw 
barometer stand at '29i inches, tbe standard of this coiuli^ 
tht vacuum in the eondmser u Am good, if il raist m KIi 
buronuUr more ihan^inchet ofmercurj/; and tbat the beat 
elasticity or temperature in the condenser depends on tbe 
elastic force of the sleam in the bolter. Thus: "TVith steam 
of 5 Il)s. in the boiler, the elasticity of maiimnm effect in the 
condenser is at 93° Fahr., and the best vacuum in the baro- 
meter b29. WithateamofT^tbs. in the boiler, the elastinty 
of maximQm effect in the condeuser is 93°Fahr., and thebesi 
vacanm iu the barometer is 27-S. "With steam of 10 lbs. in 
the boiler, the elasticity of maxicanm effect in the condenser 
is!)'", and the beat vacimm in the barometer is *27 '5. In like 
manner, it would be found that with steam of 50 lbs. in the 
boiler, worked expansively, or in Cornwall, the best vacuum 
in the condenser would he about 26° on the barometer. To 
obtain a vacunm of 29^ with the weatherglass at 29-75, and 
(team at 7 jibs, would be to sacrifice four horse power out nf 
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every hundred. In a day when the barometer is as low as 
28^ inches, the vacuum in the condenser should indicate 
26*8. In speaking of the vacuum in the condenser, it 
would save much ambiguity to indicate the elasticity merely 
of the gas in the condenser. Thus, if the barometer stand 
vnthout at 29^, and the barometer of the condenser at 28, 
it might be stated that the steam in the condenser stands at 
1^, being the point of maximum effect; and the indica- 
tion would at all times convey more precise information.'* 
(S, Russell, p. 277.) The relative positions of the cylinder, 
condenser, and air-pump, in the marine engine, are the same 
as in Watt's engines, already referred to. The dimensions 
of the air-pump vary from 1-8'** to 1-5*** of the volume of 
the cylinder. Mr. Russell states, that half the stroke of the 
cylinder, and one- third of the area of the cylinder, or one- 
third of the stroke of the cylinder, and one-half of the area 
of the cylinder, are common proportions for the air-pump. 

147. Mr, Samuel HalVs Patent, — Within the last few 
years, Mr. Samuel Hall, of Basford, near Nottingham, has 
brought into practical operation a plan of condensing steam 
by the external application of cold water, without the pro- 
cess of injection. This method was attempted, about the 
year 1776, by Mr. Watt, but was abandoned by him from 
the supposed impracticability of producing an effective 
vacuum without injection, and for other reasons. As the 
advantages proposed by Mr. Hall's patent condenser are 
considerable; as the apparatus has already been applied 
to many land and marine engines ; and as the success of the 
invention has a very important relation to the project of 
steam communication with India, the subject will be here 
treated with the consideration it deserves. The following is 
the specification of Mr. Hall's patent : — 

** The objects of my invention (which invention I confine 
tQ steam engines worked by a vacuum produced by conden- 
sation) are to condense, without injection water (for the 
purpose of creating as good a vacuum as is obtained in well- 
known injection engines), the steam which passes through 
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the eagioe for the working thereof, sdiI also to condense for 
the most part (if not wholly) that portion of steam wiiich 
usually escapes into the atmosphere through tfae safetj 
valves, when the pressure of the steam in the boiler ia too 
high during the working of the engine; in order that the 
water resulting from the condensation of such steam, maj 
be returned into the hoilor. And also, further, to supply 
so much more distilled water to the hoUers of the above- 
mentioned description of engines, as is required to supply 
and replace any waste that may take place in the working 
thereof, in order to avoid the introduction of any water (into 
the boilers^ containing saline or other cxtraneuua matters. 

"My invention does oot consist in the novelty of any one 
of the five apparatus hereinafter mentioned, but jn the com- 
bination of the whole five, or at least three out of the 
five, within proper proportions (as hereinafter described) as 
regards the first three, which I iiave found, by experience, 
to be beneficial, and fVom want of knowing and observing 
which, I have reason to believe that all persons who have 
made former attempts of the same nature have failed. I 
now proceed to describe the above-mentioned five apparatas, 
consisting of — 

" First, a sufficient quantity of metallic surfaces, in the 
form of vessels, channels, passages, or pipes, of any con- 
venient form, arrangement, or construction. 

" Secondly, a pump, or any other proper apparatus for 
the passing of a sufficient quantity of cold water amongst 
such above-mentioned pipes, not only to condense all the 
steam of steam engines, but also to cool the water resulting 
from the condensation thereof to as low a temperature ai 
(or even lower than) that of the mixture of the condensed 
steam and injection water, which is discharged JVom the aJr- 
pumps of injection engines, in order to produce, hy flUlh 
application of cold water, when used in combination *itb 
t^ metallic surfaces, as above stated, and with the air- 
pump hereinafter mentioned, as good a vacuum as is ob- 
tained, and well known in auch injection engines, if ool 
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indeed a still more perfect vacuum. The quantity of cold 
water which I employ is ten gallons for such condensation 
of such 60,000 cubic inches per minute. 

** Thirdly, the ordinary air-pump of the capacity here- 
after stated to produce, when in connexion with the before- 
mentioned two apparatus, a sufficiently perfect vacuum, as 
above defined. 

'* Fourthly, an apparatus for distilling water to replace 
the waste of water that may take place in the working of 
the engine, in order to avoid, as above mentioned, the in- 
troduction of any water into the boilers containing saline or 
other extraneous matters. 

** Fifthly, an apparatus (which I call the steam saver) 
for saving the steam that usually escapes into the atmo- 
sphere from the safety valves, when it becomes of too high 
pressure during the working of the engine, the apparatus 
causing such steam to pass into the condenser, to be con- 
verted into water, and returned into the boiler. It may be 
proper here to remark, that within certain limits, which 
experience will readily suggest, the above-mentioned pro- 
portions of metallic surfaces of cold water, and capacity of 
the air-pump, may be varied in a certain inverse order; that 
is to sa}^, if the cold water be diminished, the extent of 
metallic surfaces, or the capacity of the air-pump, or both, 
should be increased. And, on the other hand, if the extent 
of metallic surfaces be diminished, the quantity of cold 
water, or the capacity of the air-pump, or both, should be 
increased to produce the same effect. 

** Having now described the five several apparatus, the 
combination of which (within proper proportions, as herein- 
before described, as regards the first three) constitutes my 
invention, I proceed again to define and explain the extent 
of my claims; I now therefore state, that I do not claim the 
exclusive use of any one of the ^Ye apparatus herein de- 
scribed, taken separately, some of them, if not all, having 
been used before ; nor indeed do I claim the use of any two 
of them, if unaccompanied by any or either of the others ; 
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'*rt*t*:y*-A it*,iu tu*i ii'r'ptisnp to the bxler. In cnier to 
*tit%'tt*tr kh ht\uk\ fiUtrifmiUm <>f the steam amcs^ the pipes 
// //f a pUtA h kf p^ontUA }fy nnmenjus small holes, is Sued 
\f» i\m u\t\t*!r fMAm\f*sr a^ at a »hort distance from the orifices 

tiif, Mr, //air $/}i«tillin^ Apparatus, — The fignre at page 
210, r^:\tTiimni% a lorifptudinal section of Mr. Hall*s im- 
pfitst'A op|;aratiJs for replacing with distilled water any loss 
MriviriK irtmi l<;akago of water or waste of steam, so as to 
irmifilttifi tiift water la the boiler constantly at the same 
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copper pipes of about one inch internal diameter, open at 
each end, and passing through holes in the plate of the boi 
a a, and also through holes in the plate of the box A 6; 
these holes are enlarged to receive a tape washer, which is 
screwed into close contact with the copper pipes by mean* 
of a brass ring or ferule, so as to form a steam and water- 
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tight joint, in the same manner as the joints of the pipes of 
the condensers are made. By this arrangement of tuhes, a 
very extensive metallic surface is obtained in a small com- 
pass, for transmitting heat from the water or steam within 
the boiler, to the water intended for the purpose of distilla- 
tion in vacuo. The metallic box a a is connected with the 
upper chamber of the condenser by the pipe k, by which 
means a vacuum more or less perfect is created within the 
distilling vessel, according to the condition of the vacuum 
produced in that chamber; hence the water will boil at a 
lower temperature than 212°, and evaporate more rapidly 
than if exposed to the pressure of the atmosphere. To 
regulate the supply of distilled water, so as to maintain the 
water in the boiler at the proper height, a cock I is placed 
between the pipe k and the distilling vessel; when the water 
in the boiler falls too low, the cock I is to be opened in order 
to allow the distillation to proceed; the steam from the 
distilling vessel passes into the upper chamber of the con- 
denser, and the distilled water resulting therefrom is con- 
veyed to the boiler along with, and in addition to, the water 
produced by the condensation of the steam used in working 
the engine ; and, when the additional quantity of water thus 
returned by the air-pump to the boiler has restored the water 
to its proper height therein, the cock / is to be closed, and 
the distillation stopped. The distilling vessel is connected 
with the cold water cistern by the supply pipe e, to which is 
fitted a cock f, and the water is maintained at the proper 
height in the distilling vessel during the distillation by 
means of the float h and the valve g. In order to get rid of 
the impurities deposited in the course of distillation, a pipe 
m, fitted with a cock n, is inserted into the bottom of the 
distilling vessel, and another pipe p with a cock o commu- 
nicates between the distilling vessel and the boiler; the 
operation is performed by closing the cocks / and/, and 
opening the cocks n and o : the pressure of the steam from 
the boiler acting upon the surface of the water in the dis- 
tilling vessel, drives it out with its impurities through the 
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pipe HI. In the (ig-ure, the copper tubes and the box b b ot 
the apparatus are represented as inserted in the boiler; but 
the^boleof the apparatus may be placed on the outside of the 
boiler, if thepipesbenurroandedb;, or enclosed in, a casing, 
connected bj pipes at the top and botlom with the boiler. 

150. Mr. HalTs Steam Soner.— The following figure 
represents what Mr. Hall temiE a steaya saver, its office 
being to cause the steam which usually escapes at the 
safety Talve, to enter the condenser, instead of passing into 
the atmosphere, so that the distilled water resulting from 
its condensation may be restored to the boiler by the actioo 
of the air-pump, or any other suitable means. A cylindrical 
vessel a a, closed at the top and 
open beiow, is plunged into mer- 
cury contained in a circular 
grooTe or cavity formed between 
two concentric cylinders bb,bb. 
These cyUndera are supported 
upon a square box, which is 
closed at the bottom, and com- 
municates with the boiler by the 
opening c, and with the con- 
denser by the bent pipe, d, to 
which latter is fitted a sliding 
Talve /. The oyUnder a a is 
loaded by the weight g g sua- 
peoded within it, to which is 
attached the frame k It; the stem 
of the valve f is attached to this 
frame, and the stem of the valve 
e works freely in a hole in the 
frame, and has a nut at the 
upper end, at a sniall distance 
above the lower bar of the irame. 
The action of this apparatus is 
as follows : 'VVlien the steam does 
not exceed the regiiLu' working 
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pressure, the valves remain in the position shoT^n in the 
figure, the inverted cylinder being kept down by the weight 
g g; but when the force of the steam is sufficient to over- 
come the resistance of the weight, the inverted cylinder is 
raised by the pressure of the steam, and draws up first the 
small valve f, so as to open the aperture in the valve e, and 
allow a portion of steam to escape into the condenser ; and 
as soon as the nut on the stem of the valve e rests on the 
frame h h, the continued ascent of the cylinder a a elevates 
both valves together, and uncloses the aperture of the pipe 
</, so as to offer a larger opening for the passing off of the 
steam. When the steam within the boiler is reduced to the 
working pressure by the requisite escape through the steam 
saver, the valves e and f descend along vnth the inverted 
cylinder a a, and close the openings. 

151. Comparison between Injection Steam Engines and 
Mr. Samuel HalVs Patent Steam Engines, — 

(1.) Injection engines. The patent engines effect a 



when applied to steam navi- 
gation, comprise of necessity 
the barbarous practice of 
supplying dirty and salt 
water to the boilers. 

(2.) In injection engines 
the water in the boilers may 
become saturated with salt, 
in which case it will not boil 
under 225° of temperature. 



(3.) In injection en^es, 
in order to prevent the water 
from becoming saturated 
with salt, a large quantity 
of boiling water must be 
pumped out of the boilers, 
or blown off, and replaced 



supply of the purest distilled 
water to the boilers, by which 
they are always kept in a 
perfectly clean state. 

The patent engine, having 
pure distilled water in the 
boilers, it boils at 212°, or at 
13° less temperature than 
salt water, and of course 
requires less fuel to convert 
it into steam. 

The patent engine boiler 
never requires any blowing 
out, no matter how long the 
engines are in uninterrupted 
operation. 



lOS EXCISES X! 

cold water eiery two 
ae huuTs, wliicb cold 
luf ing to be broit^ht 
the boilings point, 
L considerable waste 
.a take place. 
> In injection engines, 
ilors wUl, after every 
tioa is taken, become 
-J with hard wale of 
iderable thickness; this 
j a bad conductor of 
prevents the bee trans- 
ion thereof from the fire 
.^he water, causes the 
rs to burn and wear out 
. rapidly, and greatlj 
isee the coiuumption 
)1. 
lij.) In order to prevent 
the boilen of injection en- 
gines from burning and 
wearing out, with a rapidity 
that could not be Eubmitted 
to, it ia necessary in long 
voyages to suspend the 
working of the boilers, in 
order to empty and cool 
them, for the purpose of 
clearing away and chipping 
off the scale that firmly 
adheres to them, which ope- 
ration considerably injures 
the boilers, 

(6.) In injection engines, 
the oil which is put into 
the cylinders, stuffing boxes, 
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Tbs patent engine boilera 
will be perfectly clean, not 
only for many voyages, bat 
foT years, and their durabi- 
lity will be verymueh greater 
than that of boilers suppUed 
with salt water, and a com- 
paratively small consump- 
tion of fuel will also be the 



In the patent engines, all 
delays and inconveniences 
arising from the emptying 
and cleaning of boilers are 
entirety superseded, for by 
their permanent cleanness 
the water they contain en- 
tirely defends them from the 
action of the fire, and as no 
deposit takes place, they are 
not subjected to the injiuy 
caused by chipping off scale, 
as in injection engines. 



In the patent engines, not 
a particle of the oil which is 
given to the internal parts 
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slides, &c., is sp6<^y car- 
ried away by the injection 
water into the sea ; the time, 
therefore, of its being in the 
engines is so short, that 
nine- tenths of it is wasted, 
and does but little, if any, 
good, and it does not, as in 
the patent engines, enter the 
boilers and protect them 
from the corrosive action of 
hot sak water. 

(7.) In injection engines, 
a portion of the salt con- 
tained in the water is carried 
over mechanically along with 
the steam into the working 
cylinders, slowly corroding 
and wearing the slides, 
valves, and other internal 
parts of the engines, where- 
by they are rendered untrue, 
and a considerable quantity 
of steam escapes past them, 
and is wasted. 



(8. ) In injection engines, salt 
water, dirt, sand, and other 
impurities, pass through 
the air-pumps, and thereby 
render them and their pis- 
ton-rods, &c., very rough 
and full of furrows, in con- 
sequence whereof great fric- 
tion in working them, and 



of the engine, &c., is washed 
away into the sea, or lost, 
but it is all carried into the 
boilers, whereby they are 
protected from corrosion, and 
an ample lubrication of the 
engine is effected at scarcely 
any cost, as hereafter men- 
tioned. 



In the patent engines, a 
portion of oil being always, 
as before stated, introduced 
in connexion with the pure 
water into the boilers, it 
passes over mechanically 
along with the steam in 
minute particles into the 
cylinder; thus, this ample 
lubrication actually improves 
the slides, valves, and other 
internal parts of the engines, 
instead of injuring them, 
whereby a great saving in 
their wear and tear is ef- 
fected. 

In the patent engines, no- 
thing but distilled water and 
oil pass through the air- 
pumps, which, instead of 
becoming rough, are thereby 
rendered more smooth and 
polished; and, of course, 
brass buckets, piston-rods, 
and hinges to the air-pumps. 
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power of the engines, by in- 
jecting too little water into 
them when their speed is 
great, thereby deteriorating 
the vacuum, and reducing 
the power of the engines, 
and that at the time when the 
greatest power is required. 

(1 1 .) In injection engines, 
the proper supply of water 
to the boilers is dependent 
upon, and entirely at the 
mercy of, the engineers, from 
whose negligence such se- 
rious accidents arise, as those 
of the explosion of the two 
Hull steam vessels, the 
** Union" and ** Victoria," 
and many others, by which 
a most serious loss of life 
has taken place, and great 
injury has been done to the 
reputation of steam naviga- 
tion. 

(12.)^ In injection engines 
the vacuum is injured by the 
air which is in mechanical 
combination with the injec- 
tion water, being conveyed 
by it into the condenser. 



In the patent engines, the 
boilers are never liable to be 
burnt down, or injured by 
the water becoming in them, 
by accident or by the care- 
lessness of engineers, too 
low; for, as every cubic foot 
of water which is converted 
into steam is, by condensa- 
tion, reconverted into pre- 
cisely the same quantity, 
and returned to the boilers, 
the water is always kept in 
them at exactly the same 
height, without any attention 
on the part of the engineer. 

In the patent engines, a 
superior vacuum is obtained, 
owing to no au* being intro- 
duced into the condensers, 
and to the condensation be- 
ing more perfect than can be 
effected by injection. 



152. Advantages of Mr. HaWs Engines, — 
First; — From the various causes above mentioned, a sav- 
ing of at least one-third part of the fuel is effected in the 
patent engines, or, in other words, injection engines con- 
sume half as much more fuel as the patent engines. 
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Second;— For every ton of coil that is BaTsd, i 
profitable freight may be BubBtituted. 

Third; — As Tessels with en^es to which these imprf._ 
menta are applied, make their paasa^s nearly as quick in 
stormy as in fine weather, and as they do not require during, 
or at the ond, of tlieir passag-es, however numerous, any 
blowing out or cleaning of the boilers, to oceaaion delay, 
CTBry Eueh vessel is capable of making' more passages, ani] 
of becoming in that ratio more profitable. 

Fourth; — As boilers supplied with pure distilled water 
will endure a much greater length of time than those in 
which salt water is nsed, not only is the annual expense of 
the boUers greatly diminished, but the loss of the time of 
the profitable use of tlie vessel during the taking: out of old 
boilers, and the replacing of them with new ones, is also 
avoided — to say nothing of the breaking up of the deckt 
and other expenses attending the business. 

Fifth ; — As the internal parts of the engines are kept so 
much longer iu repair, owing to the causes already men- 
tioned, the perpetual expense and time required in repairing 
each parts is greatly diminished ; indeed there is no doabt 
that the slides, valves, pistons, and all the internal parts of 
the engines, are in much finer conditiou, ailer having been 
in constant operation for years, than they are the first day 
they are set to work. The cireumstanee of salt being car- 
ried over with the steam into the cylinders (when salt water 
is used in the boilers) is unquestionable, as well as its 
being the cause of the vatves, and other Internal parts of 
the engine, becoming so soon in bad condition, whereby 
a great waste of ateara takes place, even long before they 
become so very much worn as to render it indispensably 
necessary to give them a thorough repair, 

1S3. General Remarks on thefoTeijoing Suhjeet. — 1. The 
Increased simplicity in working the patent engines may be 
more fully noticed. The regulation of injection water, and 
of the water to supply the boilers, now forms no part of the 
dnty of the engineer, as they are quite superseded by no 
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injection taking place, and the boilers being self- supplied 
with undeviating accuracy. It need scarcely be added how 
important it is to the safety of Tessels to have engineers 
fresh and un tired in stormy weather, instead of being so 
jaded and fatigued as not to be able to perform their duty. 
2. The comparative advantages of the patent engines are not 
so great on the first starting of new engines, or even during 
the first month or two ; for then the boilers and machinery 
of injection engines are as clean, and in as good order, as 
those of the patent engines ; but after that time, and when 
the boilers of the former become thickly coated with scale, 
and the internal parts of the engines are worn and galled, 
while those of the latter are actually improved, the compa- 
rison should be made. 3. It is quite certain that a vessel 
with the patent engines, of 300 horse power, will effect an 
increase of economy and advantages of £2500 or £3000 per 
annum over a vessel having injection engines of that power; 
consequently, the former will realize so much greater a 
profit. 4. Much has been said of the cost of these improve- 
ments ; but the additional expense of copper boilers is at 
least double that of this apparatus ; and it is agreed by all 
parties, that common engines must have copper boilers on 
board vessels intended for India, but that with the im- 
proved engines iron boilers will answer equally well, if not 
indeed in many respects better. 

154, Account of the ** QueerC^ Steam Vessel, — In con- 
sequence of a statement which appeared in several of the 
London papers in the month of November, 1841, to the 
effect that the ** Queen" steam vessel, which was engaged 
in the late China expedition, ** having Hall's condensers, 
was often out of repair," the following testimony of Mr. 
Lambert, late superintending engineer of the ** Queen," 
must be highly satisfactory to Mr. Hall, and to every one 
who feels a just interest in the success of his undertaking. 
Mr. Lambert, in a letter addressed to the editor of a London 
paper, pledges his word that the statement is untrue ; he is 
at a loss to conjecture who could be the author of so un- 
ci 
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' It certainly was not the com- 
j vessel. Captain Warden, for he was r1«3J9 
html with the operatioD and effects of the & 
m^ uiyself, and particularly with that of keeping the 
w clean, that we actnally did not open them t 
lion fur six moDths together, and upon one of thew 
_^j, when Captain Warden was examining them, b« 
J, that ' the boilers were as clean as if thef hsul been, 
□nt with a hrnsh.' Nor could the statement ia 
.u come from any oi mir snh- engineers, for tiife 
luse saving of labonr and trouble to them by Hall't 
nsera, renders the management of a pair of enj^ 
.t a sinecure in a hot climate, compared with that at 
on engines. I must taj, that I am astoniahed to fi ~ 
! return from India, that the patent eo^nes are uOt 
rsaliy adopted, especially for hot climates, where they" 
aa extremely superior vacuum. We had on 
d' a vacuum su;>erior by 2^ inches to the averagv-i 
in produced by otlicr steamers, all circumstancea fat' 
ju iieing the same. 
"I went out from England in November, 1839, as the 
Honourable East India Cunipany's superintendent engi- 
neer of the above-mentioned war steamer (as already 
stated), and I remained in her while she was in India, and 
on her passage to iMacao and Chusan, in China, until I was 
invalided from her in May, 1641, and I deem it no more 
than justice to the invention to declare, that during the 
whole period iier engines were never out of repair, so as at 
all to interrupt her operations, although frequently engaged 
witli forts, especially with those of the Bocca Tigris, and 
that Hall's condensers always acted in the most efficient 
manner ; the boilers (as above intimated) being, conse- 
quently, at the time I left the vessel, as clean as when they 
were new ; in fact, I assert that, with mere common atten- 
tion, engines with tliose condensers are much less liable 
to get out of repair than those with the common condea- 
sers. while the former are beyond comparison safer that 
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the latter, and relieve the mind of the engineer from his 
greatest anxieties, viz. the management of the injection 
and the working of the boilers, required by the latter. 
I have no hesitation, therefore, in assuring you, that the 
statement which I have quoted from the newspapers, viz. 
that the * Queen,* on account of having Hall's condensers, 
is often out of repair, is as untrue as it is unjust to the 
patentee, and I am confident that Captain Warden, and the 
engineers who have experienced the comforts they have de- 
rived from these condensers, will corroborate my testimony. 

''I may here, in conclusion, mention, that in May last, 
when at Calcutta, I went on board the steam-ship * India,' 
and examined her engines, which have Hall's as well as the 
common condensers applied to them. They are fitted in 
such a manner that either of them may be used at pleasure, 
and the one can be exchanged for the other in a quarter 
of an hour's time. The superintendent engineer, Mr. A. 
Thompson, however, informed me, that the former conden- 
sers had acted in so satisfactory a manner from the time of 
leaving England, that they never in any one instance had to 
resort to the use of the common condensers, although that 
might have been so soon and easily done. This I conceive 
to be a sufficient proof that Hall's condensers acted as per- 
fectly on board the * India' as on board the * Queen.' " 

155. Reports of the ^'^ MegmrcC* Steam Vessel, — About 
four years ago, the steam vessel **Megaera" was fitted up 
with Messrs. Seaward's engines, and Mr. Hall's condenser, 
and proceeded to the Mediterranean. At first, so little was 
the principle of the invention understood, that the boilers 
were actually filled with salt water (I); the steam was 
blown off into the atmosphere (!) ; and, the water in the 
boiler being thus diminished faster than the still could sup- 
ply it with distilled water, the boilers were replenished 
xoith salt water (!), running it through the still ; &c. After 
this extraordinary mis-management, Mr. Hamshaw, the 
superintending engineer, undertook to ascertain whether the 
failure of the vessel arose from defect in the principle, or in 
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the manag-ement, of the condensors. In a letter, dated from 
ftUlta Yard, Sep. 19, 1838, be observes :— " Tlie first thing 
I attended to, iras to the action of the still, to ascertain 
whether it distilled sufficient water for the boilers (provided 
the steam was not blown otT), and also wliether the ■m 
was free from salt, and both results were satisfacton^ 
proved; for in the space of nine hours a eonaiderahle 
ereaie of water look plaoe in the boilers ; and I have a 
the least hesitation tn saying tliat, proiided Mr. Ilall'ft 
improved engines were properly managed, they are the mo^ 
contplett eqvipmeni of marine machine/if that has ever 
beat fitted to a $team veutl" 

The following cxtmcts, talcen from the govemmenif 
"Reports," of the performance of the "Mcgwra," for th#' 
month of January, 1840, fully justily the opinion of di» 
ei^neer above stated. " Ln every respeet, and on eyvcf,' 
point, the performance of the vessel has been moat aatuftus- 
tory. Whatever ioi^fficieney exists, is to be attributed to | 
want of power in the engines. After two years' almoM 
constant work, we can speak favourably of the general eon- 
structi'jQ and efficiency of the engines. The power of tl» 
several ])arts of the engines appears to he well-proportioned ; 
if any exception is to be made, it may be that the cold water 
pumps attached to Hall's condensers are not of sufBcient 
power. This remark, however, must not he interpreted to 
the disadvantage of the condensing apparatus, than which 
nothing can be more satisfactory and beneficial to Her 
Majenfi/'s service, the beat proof of which is the present 
very tne condition of the interior of the boilers. These, 
when examined in October last, presented as good an ap- 
pearance as when first put in place two years ago." A 
similar report of the performanee of this vessel was made in 
June, 1«40. The water had been recently blown out of the 
boilers, where it had been since October last, and the in- 
terior was foand in the highest state of preservation. In 
August, 1840, it is stated, that the engines were at work 
upwards of 300 hours during that month, and were id Bvery 
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respect efficient. In August, 1S41 , the report states that the 
performance of the vessel was in every respect satisfactory, 
except as to speed. A similar report was made in September. 
156. Reports of the ** Volcano"' Steam Fe««c/.— The 
** Volcano" was built and equipped at the same time as the 
"Megsera," and by the same manufacturers, the Messrs. 
Seaward, of Limehouse. The '^Megaera** was furnished 
with the patent condenser of Mr. Hall, the ** Volcano" with 
common injection engines. The monthly reports of the per- 
formance of the latter vessel, from February to September, 
inclusive, for the year 1840, are favourable : — ** The engines 
are well constructed, and the bearings well adjusted, and 
are in good repair, and would no doubt answer very well for 
some years to a vessel of 500 tons. Had she power equal to 
l-3rd of her tonnage, would be a very efficient vessel ; but, 
with her present power, will not steer, blovnng hard, against 
a heavy head sea. The boilers will, no doubt, last well for 
seven years, with the addition of new side plates to the fire- 
place." In November, 1840, it is stated in the monthly 
report that the pipes are generally defective, viz. blow-off 
pipC) injection pipes, bilge pipes, blow- through pipes, &c. 
The boilers appear, also, to have been out of repair at this 
time. A survey was accordingly held, and the boilers were 
found so defective in the take-ups as to require to be sent to 
England for repair. The vessel was accordingly sent home 
for repair in January, 1841. It is right, in giving these 
brief notices of the performance of two vessels, fitted up on 
a different plan of condensation, to add that the boilers of 
the ** Megaera" were made of iron, those of the ** Volcano" 
of copper. How far the comparison between the perform- 
ance of the two vessels may be affected by this circumstance, 
remains to be decided.* 



* For the " Reports" of the two steam vessels, above noticed, the 
author is indebted to the courtesy of the Lords Commissioners of 
the Admiralty, who afforded him every facility for obtaining the in- 
formation he 'desired. 
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157. Tti^nye of the " Brilisk Queen."— The "British 
Queen," the noblest vessel ever constructed for Transatlantic 
navigation, -waa provided with Mr. Hall's patent condensers. 
Bj reference to the en^nocr's tog of this ship, during her 
fourth voyage from New York to London, it appears that 
the mercury in Bedwell'a patent harometer, affixed to tlie 
engines of the vessel, stood stesdil; at 30^ inches. Mr. 
Peterson, chief engineer of the " British Queen," ob- 
serves: — " The extraordinary vacuum produced in these 
engines is unrivalled by any engine or engines in the world. 
I believe it impossible for engines on the common plan of 
condensation to produce a vacuum any thing like this. Hie 
vacuum, indeed, in the best sea-going injection engines, 
overages only 27^ inches, and the fastest river boat on the 
Thames never yet exceeded it. Tlie great increase iff 
power, derived from tlie use of the patent condensers, is 
therefore self-evident. Having had the charge of another 
pair of engines, fitted vrith Mr. Hall's condensers, vis, those 
of H. M. S. V, 'Megasra,' made by the celebrated firm of 
J. and S. Seaward and Co., and having experienced nearly 
the same result, I feel I should not be doing Mr. Hall 
justice if I did not express my firm belief, that if all the 
vessels in which his condensers were fitted had been pro- 
perly managed and understood, the same successful results 
would Lave been the coaseiiuenee. I have only mentioned 
e of pomer derived from HaU's condensers ; but 
s other advantages derived from their use an 
so well known, as scarcely to require repetition— the clean- 
ness of the boilers, the fine condition of all the internal 
working parts of the engines, Sic, and owing to the use of 
the distilled water only. The 'Brilish Queen' went from 
London to NewYo L las oyag'e and returned to London, 
with the same ua e n h bo rs, and tvithout the teati 
addition of wat e en o s a with. In fact, the boilers 
were not oitcned f om he me of leaving London until her 
arriving there again h n e water was perfectly pure. 
I have never, in fa n an boUers so clean, and so free 
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from deposit of any sort. It is worthy of remark, that 
Mr. HalFs beautiful plan of distilling in vacuo, not only 
supplied all occasional waste of water, arising from steam 
escaping from the safety valve, &c., but also furnished a 
large quantity of distilled water for the ship's use." The 
dimensions, power, and performance, of this incomparable 
vessel are the following: — length from figure-head to taff- 
rail, 275 feet ; length of the upper deck, 245 feet ; breadth 
between the paddle boxes, 40 feet; breadth over all, 61 feet ; 
depth of hold, 27 feet; diameter of paddle wheels, 31 feet; 
diameter of engine cylinder, 6 feet 5 J inches ; length of 
stroke, 7 feet ; power of engines, 500 horses. This vessel 
left Portsmouth on the 2d of March, 1840, at 12-40 p. m., 
and arrived at Sandy Hook on Wednesday, 18th March, at 
10 a. m. ; total number of revolutions, 291,850 ; coals con- 
sumed, 635*4 tons. She left New York on the 1st of April, 
1840, at 2-30 p. m., and arrived at Spithead on Thursday, 
16th April, at 6 p.m. ; total number of revolutions, 263,400; 
coals consumed, 613 tons 16 cwt.* 

158. HowardCs method of generating Steam, — A new 
method of generating steam was introduced a few years ago 
by Mr. Thomas Howard. The novelty of this plan consists 
in the production of steam from the smallest possible quan- 
tity of water on a small surface, and this, without the use of 
a boiler. The advantages proposed by thb contrivance are, 
considerable economy of fuel, reduction in the weight of the 
machinery, diminution of the space allotted to flues, absence 
of smoke, and avoidance of deposit and incrustation. Mr. 
Howard observes, in the specification of his patent, that in 
the ordinary method of generating steam by means of boilers, 
a body of water is exposed to a large surface of metal, from 
which it receives a comparatively low degree of heat ; and 



• The dimensions of the unfortunate " President" varied in no 
great degree from those above given; her cylinder had a larger 
diameter, and there was a greater length of stroke. The power of 
her engines was that of 600 horses. 
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thai, aa the temperuturc of water bears i constant relation 
to the density or pressure of the gteaiu (page 1:26}, the 
rapidity of evaporation ia thereby limited. In tlie new pro- 
cess of vaporization, the power of the engine is derived from 
the generation of steam from the least poasible quantity of 
water on a small surface, heated to and tnaiotained at snch 
ft temperatnre (about MW Falir.) as will Toporize the wator 
with the utmost rapidity; the eteam so formed havbg a 
high temperature, but relatively a low density or pressure, 
and bein^, therefore, capable of parting- with more or lees 
of its heat without undergoing condensation. The surface 
exposed to the fire is preserved from the injurious effects of 
a strong local heat, by the inlerpositioo of mercury ; while 
the vaporizing surface is preserved from deposit by tha con- 
tinued use of the same water, as in Mr. Hall's apparatus. 
In Mr. Howard's engine, alcohol, or other liquids, may be 
sabstitiited for water. In describing this apparatus, the 
mode of generating the steam will first be explained, and 
tfaeo the metliod of producing a vacuum by condensation. 

(1.) Tlie mode of generating the steam is as follows. A 
plalc of wrought iron is placed horizonlaliy over a fire of 
coke or anthracite coal, the combustion of which is regu- 
lated by a blowing apparatus ; the surface of the plate 
exposed to the Hre is about three-fourths of a square foot 
for each horse power of the engine. A second plate is fixed 
above this, at a distance of about three inches, and firmly 
secured to it by means of a strong ring of corresponding 
depth, to which the circumferences of both the plates are 
tightly bolted. The surface of the upper, or vaporiziug, 
plate is increased to about four times that of the lower, or 
fire plate, by the insertion of shallow cups of about two 
inches in diameter throughout its entire surface ; the cups 
are open above, and closed below, where they dip towards 
the lower plate. The intermediate space between the two 
plates is filled with mercury. The temperature of the 
mercury should never be allowed to rise above 500° Fabr., 
nor to fall below 350° ; the combustion of the fuel is regn- 
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lated for the purpose of maintaining the due temperature. 
Upon the upper plate is projected, at intervals, by means of 
a pump, a nozzle, and a valve, a small quantity of water 
from a hot water cistern ; this water is instantly converted 
into steam of very high temperature ^ the steam is conducted 
into a chamber surrounding the working cylinder, where it 
receives additional heat from the hot air of the flues which 
circulates round this chamber; the steam is then directed 
to the cylinder valves in the usual way. This apparatus is 
expressly intended for working the steam expansively, the 
pressure being generally about ten pounds on the square 
inch above that of the atmosphere, and the steam cut off 
from the cylinder at about a third of the stroke. 

(2.) The process of condensation is as follows. The 
steam is conveyed from the cylinder, by means of an educ- 
tion pipe, to the condenser, as in the common engine. A 
jet of distilled water, from a vessel purposely provided, is 
allowed to play into the condenser, by which means the 
steam is condensed, and mixed with the distilled injection 
water. This warm liquid is pumped out of the condenser 
in the usual way; it is then cooled by being conveyed 
through a copper worm of many coils, which is immersed 
in cold water, and terminates in the vessel of distilled water; 
it thus serves to supply the demand for injection. By 
entirely filling the worm, and partly filling the hot water 
cistern, before the engine starts, a sufficient quantity of 
water is provided for circulation. A still is employed for 
supplying any waste of water, caused by leakage, and is 
attached to the flue of the vaporizer. An apparatus of this 
kind was fitted, in 1835, to the government steam vessel 
Comet, which, in a trip from Falmouth to Lisbon, con- 
sumed only one- third of the amount of fuel required by this 
vessel when worked by the common engines ; the consump- 
tion with Mr. Howard's engine being less than 250 lbs. of coke 
per hour, whereas with the common engines it amounted to 
about 800 lbs. per hour. Mr. Howard's mode of condensa- 
tion may obviously be applied vnth equal success to the 
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litu in the engraving of tbe marine engine. (See Frontis- 
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ward direction. 3. The nice adjustment of the tUde* is aa 
essential point ; thej should nut open and close the steua 
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/\ 



OF THE VALVES AND ECCENTBICS. 



235 



termination of its stroke, but a little before this period ; 
more time is thus allowed for the condensation of the steam, 
and the production of a better vacuum, and the advantage 
is gained of working the steam expansively "within the 
cylinder. 4. An apparatus of the following kind is gene- 
rally employed for cutting off the steam at certain periods 
of the stroke, so as to allow the steam, already introduced 




Fig. 83. 

into the cylinder, to work expansively. The steam tube 
S S, proceeding from the boiler, is furnished with a valve 
y, placed at some part of the tube before it opens into the 
valve-case ; the spindle of the valve passes through a stuff- 
ing box, and is raised and depressed by means of a series 
of levers, two of which are seen at d d. A represents the 
paddle shaft, upon which are fixed two projecting parts, or 
cams, a a, the breadth of which is proportioned to the 
extent of the stroke which is cut off. As the shaft revolves, 
these projections act upon a pullyd, which is pressed closely 
to the shaft by the weight w. From the position of the 
levers, and the connecting-rod ^ c, it is evident that the 
valve V is opened and closed twice during each revolution 
of the shaft. 

IQO, Recent modifications of Engines. — Messrs. Maudsley 
and Field have recently introduced some modifications in 
the construction of the steam engine, vnth the view of 
bringing the expansive principle of steam into more ex- 
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with ihe axle, and wbicb at iU npper citremit; drircB Ik 
enai. of Ihe puldle-ibafi ; in this engine, the paddJe-shaft 
b dloatnl above the cro»s bar which jcioi the piston-rD& 
3. Mr. Franci* Ilumphr; obtained a patent for a new kind 
of enyini", wliith has beea filled la the sleam packet Dirt- 
fonl. By tliis mode of coDstruction, the coDDectiiig-roil 
which wiirkx the crank is attached at its lower extremity to 
the piaton itself; hence, Ihere is no pitlon-rod, but, instead 
of it, a Bteam-tight case, which is permanently attached to 
the piston, and works up and down with it in the cylinder; 
the connecting-rod passes up through an aperture in this 
eaiing, and is attached at its upper extremity to the crank. 



161. Common Paddle Wheel. — At each extremity of the 
shaft of a marine engine is placed a wheel, by the rerolntioo' 
of which the vessel is propelled. The wheel may be reg^arded 
ai B series of leveri, arranged in a circle, and brought sue- 
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oessively into action; each lever consists of a radius, or 
arm, proceeding from the centre, and terminating in the 
circumference, of the wheel, where it is attached to a paddle 
hoard, or float ; the fulcrum is obtained by the reaction of 
the water upon the paddles ; the resistance to be overcome 
is that of the water opposed to the progress of the vessel, 
and acting on the centre of the wheel ; the power by which 
the resistance is to be overcome, is applied by the cranks of 
the engine upon the shaft which connects the centres of the 
wheels ; by the action of this machinery, the vessel is pro- 
pelled in the opposite direction to that in which the paddle- 
boards, or levers, revolve. The outline of the paddles is 
commonly rectangular, though Tredgold considers that the 
parabolic form would be advantageous, by securing an equal 
resistance with less breadth ; that by this form the resistance 
to the paddle is least when it strikes the water obliquely at 
its first contact with this medium ; and that the resistance 
increases as the action of the paddle becomes more direct. 
It is evident, by the most superficial observation, that a 
considerable amount of force is lost by the position of the 
paddles on the wheel: these boards, being placed on the 
circumference of the frame, in a plane which passes through 
the axis of the wheel, strike the water obliquely on entering 
it, and lift a considerable quantity of water on quitting it ; 
both of these actions occasion a loss of power, the action of 
the paddle being direct only when it is in a position exactly 
between these points, or, in other words, when it is in a 
vertical line below the axis, or at the lowest point of the 
wheel. This will be rendered obvious by the following 
diagram. A B represents the water line, and CDF three 
of the paddles. Of these, D is acting in a horizontal direc- 
tion, and is at the point of useful effect ; but C, which is 
now entering the water, is at an oblique angle to the hori- 
zontal motion of the vessel, and will continue to be oblique, 
though in a decreasing degree, until it reaches the position 
of D ; at the same time F, from the moment of its receding 
from the position of D, has been moving in a direction more 
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frr.rn tl.ei^e gutcesaive shocki. are, the intennisaaiis octj- 
d>>nKl in the equable action of tbe wheel, and the treinulous 
motion or TibratioD commnDicalcd thereby to tbe Tes^e). 
The«e are serious defects in machinery constituting the 
immediate means of propulsion, and hare hilherto baffled 
theingentiitv of inventors to provide a remedy for them; for 
it 13 erident, that ibe paddie wheel is extremely liable to 
injury, and frequently imder circumstances which preclude 
the possibility of repairing the complei contrivances which 
have from time to tinie been suggested as improvements on 
tbe common form of paddle wheel. 

IC2. FieliraCi/chidal \V}ied.—lu 1833, Mr. Field, of tbe 
firm of Maudsley and Field, constructed a wheel ivith^zed 
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paddles, the object of which was to dimioiah the lost of 
power arisiDg from oblique aclion and back water. The 
inventor descnbes it in the following terms: — " Each board 
is divided into several parte, or narrower boards, and 
arranged in, or nearly, such cycloidal curves, that they all 
enter the water at the same place in immediate succession, 
thus avoiding the shock produced by the entrance of the 
common board, eo unpleasant to passengers, injarious to 
the vessel, and wasteful of the power. As the acting face 
of each hoard is radiating, it propels while passipg under 
the centre in the ordinary way, and when it emerges, the 
water escapes simultaneously from each narrow board, and 
consequently cannot lop-up." This form of wheel has also 
been termed the split paddle wheel, from [he division of its 
float into several parts ; the number of these jiarts was at 
first six or seven, but it has been reduced to only two, 
every reduction having been found to be attended with 
advantage ; in its most reduced state, its form is not far 
removed from that of the common wheel. The following 
figure exhibits the construction of the cgdoidal wheel, at 




fitted to the Groat Western steam ship by Messrs. Maudsley 
and Field. The split paddles are placed on the arms of the 
wheel in the direction of the curve a b, which is a portion 
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•)f a almple CTcloid ; the setenl parts of the paddle most 
tibmfur« FOtor the watvr at the same spot, and in the $ame 
tlirectioa ; ID other irords. they enter the water in a aimed 
dirtctioB, bj which means the shock and the resistance of 
dM common float are prevented. When iininers<?d in the 
Wttcr, the F^reral parts no longer follow each other, but acl 
a» 60 many email imiepcodent radiating paddle boards. On 
nnmrgiitg from the water, the motion of the several parts ia 
still independent of each other, and the water is thrown off 
without the violence produced hj the common paddle board. 
Mr. V. W. Biriow states, that this wheel enables an en^ne 
la any nealher to make a greater number of strokes than 
■ common paddle wheel, by throwing- more work on the 
bottom paddles; that it rednces considerably the s^hock on 
entering the water; that it orcasions leas loss of power than 
the common wheel ; and that it may always bt' employed 
beneficially. On the other hand, Mr. Mornay concludes, 
" that the shock receired by the floats on entering the water 
must be reduoed nearly to that of the outer board, but that 
this advantage is gained at the eipense of a considerable 
portion of the effect, lo conseiiiieore of which thu mhcela 
must require a greater surface of paddle board than common 
wheels. There may also be a little advantage in the manner 
the floats leave the water, but that, if any, must be very 
trifling. It is evident, that no theoretical calculation can 
be made of the etleot of this wheel, its action being precisely 
similar to that of the common wheel, except that all but the 
outer hoards move during a considerable part of their stroke 
in troubled water, whereby a loss of resistance is sustained, 
the amount of which cannot be computed. It remains, 
therefore, to be decided by esperience, whether the disad- 
vantages of this wheel are overbalanced by the advantages 
which it seems to possess."" 
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163. Buchanan!' 8 Paddle Wheel, — To obyiate the objec- 
tions arising from the fixed paddle, yarious contriyances 
have been adopted in order to preserve it in a vertical posi- 
tion during its progress through the water. A paddle con- 
structed on this principle, must enter, and quit, the water 
edgewise, by an action similar to that offeathering with oars, 
and must necessarily have a motion of its own, independently 
of that which it receives from the wheel, so as to enable it 
to maintain a constant vertical position, while the wheel is 
performing its revolution. One x)f the earliest inventions of 
this kind was made by Mr. Robertson Buchanan, in 1813. 
The paddles were made to turn on horizontal axes or spin- 
dles, so as to maintain the vertical position during the entire 
revolution of the wheel ; there was, consequently, no ob- 
lique action ; but, during the first and last portions of their 
stroke, the paddles strike upon the water with their front 
surfaces, occasioning an additional resistance to the progress 
of the vessel. Buchanan's wheel has never been brought 
into use. 

164. MorgarCs Paddle Wheel, — In 1829, a patent was 
granted to Mr. Galloway, and sold by him to Mr. William 
Morgan, for a wheel constructed with feathering fioats. This 
was the first successful experiment of vertically acting 
paddles ; various improvements have since been added, and 
Morgan's wheel, as it is generally called, is now extensively 
employed both in government and private steam vessels. 
By this mode of construction, the floats are made to enter, 
and to quit, the water at any angle which may be required 
by the relative speed of the wheels and of the vessel. The 
principle of this machinery may by illustrated by the follow- 
ing diagram. The wheel consists of two sides or frame- 
works made of iron, the circumference of which \^ polygonal^ 
having as many angles as there are paddles; the inner 
frame, or polygon, is attached to the shaft of the engine, 
which is not continued beyond the side of the vessel ; the 
outer frame, or polygon, works on an independent centre 
attached to the paddle-box, and derives its motion entirely 
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therefore called the driving rod.) On attentive consideration 
of this mechanism, it will be seen that, in consequence of 
the eccentricity of F, the paddles will assume different posi- 
tions, during their revolution, so as to differ very little from 
the vertical wheel, at that point of their immersion where their 
useful effect is applied. The comparative velocities obtained 
by MorgarCs wheel and by the common radiating wheels 
were tested by experiments made on some government ves- 
sels at Woolwich, the results of which are stated in Mr. 
Barlow's paper, already alluded to. The ** Firebrand" 
steamer was fitted with a pair of engines of 70 horse power, 
and with common wheels, each of which had 14 paddles of 
18 square feet area; the speed was 10*15 miles. The same 
vessel was afterwards fitted with a pair of engines of 60 horse 
power, and with Morgan's wheels, each of which had 9 pad- 
dles of less than 13 square feet area ; the speed was 10*55, 
being an increase of four -tenths of a mile with one seventh 
less power. The use of Morgan's wheel, as compared with 
that of the radiating wheel, is attended with the further ad- 
vantage of economy of fuel. Experiments have also been 
instituted to determine the respective merits of Morgan's 
wheel, and Field's cycloidal wheel ; the results were in fa- 
vour of the former. The testimony of Captain Austin, who 
commanded the steam frigate ** Medea" during her late ser- 
vice of four years, is highly satisfactory : he states that, 
whether at light or load draught, in smooth water or high 
sea, he found the action of her wheels (Morgan's) to be uni- 
form, causing but very little, if any, tremulous motion of 
the vesssel, or jerk to her engines ; and he considers that a 
vessel furnished with these wheels would be fully able to 
continue her service for ant/ period (with the mechanical 
powers they might possess in the engine department) that her 
engines might enable her to do. 

165. Loss of Power by deep immersion of Paddles, — There 
are two circumstances which materially affect the power of 
an engine : these are, deep immersion of the vessel in the 
water, and stress of weather. The former of these retarding 
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IwajB lie in opcratioD in the contmen (cement of 

, when the Teasel, being laden with a large 

>als, b necessarilj deep in the water, and the 

coaaequeotlj- more immersed; the results are, 

u resistance, tncreaaed oblique action, and a diminished' 

er o( strokes. The latter cause ma^ operate at anj 

1 of the passa^. Under -either circumstance, it if 

it that the engine is incapable of exertingits full povw:- 

instance, a pairofcn^nes, making twenty strokes p 

jte, be constructed of 500 horse power; and if, from' 

ler of the above eausea, the number of strokes be reducad'' 

en, which is of no uncommon occurrence, half the pow( 

the engines is lost, and the vessel is jilaced iu the un-' 

durable condition of carrying' engines of a consideraH*' 

I, weight, and value, with an incapacity of exerting mom 

1 half their power. It has been stated, on good authority j 

I the largest pair of engines now in operation are 

ntly reduced in their speed from eighteen to six a 

' strokes per minute, thus performing the duty of onM 
hi horse power instead of 540 horse power; and that thitf 
reduction of power generally takes place when the gT-eaterf'' 
possible power is required to oaatenj against the mighty 
power of the ocean, and to enable the vessel to move, 
in spite of this resistance, away from the lee shores, rocks, 
and other dangers, instead of paddling away, nearly in the 
same place for hours, without making the least progress on 
her voyage, as is the case with the deeply immersed and un- 
alterable common paddle wheels, 

166. Mr. Hairs patent Re^ng Paddle Wheel—To ob- 
viate the inconveniences, above mentioned, several patents 
for a re^ng paddle wheel have been successively granted to 
different engineers ; these contrivances have, however, failed, 
chiefly from the want of simplicity in the machinery for 
moving the paddles, and the rapid corrosion of ihe tnoinng 
parts by sea water. Mr. Samuel Hall, whose talent and in- 
genuity have been so successfully applied to various im- 
provements in the steam engine, has proposed a simple and 
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effective plan for accomplishing this object, by which scarcely 
any more parts are exposed to corrosion than in the common 
paddle wheel, and by which, on the mere application of a 
hand lever, the power of the engine will, in less than a 
minute, without regard to weather, withdraw the whole of 
the paddles from the extremity close up to the boss of the 
wheel, or to any intermediate distance to suit the immersion 
of the vessel. This contrivance is not, however, 'confined to 
merely regulating the paddles, as above described, but ad- 
mits of their being withdrawn entirely out of the water, or 
as nearly so as possible, when desirable to do so— as, for in- 
stance, when the wind is so favourable as to render it desi- 
rable that the vessel should proceed entirely under her 
canvas, and that the working of the engines should be dis- 
continued ; and, when that is no longer the case, of the 
paddles being returned to their proper situations in the 
water, for the renewed operation of the engines. A pair of 
Mr. Hall's Reefing Paddle Wheels of 14 feet diameter were 
subjected to experiment nearly a month, on board a new 
iron steam barge, the **Lee." The barge went from 
Blackwall to Rochester Bridge in 7 hours and 18 minutes, 
being empty, and drawing only 2 feet and 9 inches of water. 
On her return, she was deeply laden, and drew 5 feet 

6 inches of water; she performed the same distance in 

7 hours and 51 minutes, being, by means of the reefing 
wheels, only 33 minutes longer in doing so when deeply 
laden, than when empty. This experiment proves how 
important it is to employ reefing paddle wheels in vessels 
destined for long voyages, during which the immersion of 
the wheels in the water is necessarily subject to great 
variations of depth. Among the numerous advantages of 
these wheels, two may be here mentioned: viz. first, the 
instantaneous manner in which a steamer may, by them, 
be converted into a sailing vessel, and vice versa ; whereby 
the whole of the fuel expended during favourable weather 
is saved, being probably, upon an average, upwards of 
one- third of the whole consumption; and, secondly, the 
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167. .DitJuiBUii otif Spttd of the Engintt. — The «n- 
Tmriag vUdi bnna Ite frontitpiece of this volaine repre- 
«te an derataon of ou? of the engines of the gteam packet 
VUibj" copied Cn»ri Tredgold's stlaf of plates. Tlui 
Unted veaMl wu built bi Mr. WaDis, of Blackwall, in 
138, from die dengn* and tpecificatiaDs of Mr. O. Lang, 
ja., of &r Hajeaty*! Dock Yard, Woolwich ; her eaginet 
were nude by Hessra. Seaward & Co. ; the packet belongi 
to the "Diamond" CompanT, and pUes between Londoa 
and Gravesend, between which places it has run four tunes 
a day far six months, making 46,600 miles — a feat which 
had never been equalled ; the "Rubj" has, in fact, enjojed 
the reputation of heing the fastest boat in Europe, and 
perhaps in the world. The engines of this packet are of 
50 horse power each ; their weight, including the water in 
the boiler, is 90 tons, 5 ewt., being about 18 ewt. to the 
horse power; the diameter of the cylinder, 40 inches; 
length of stroke, 3 feet 6 inches ; number of strokes per 
minute, 30; diameter of paddle wheel, 17 feet 6 inches; 
length of paddle board, 9 feet 2 inches, and depth, 15 

• Tht Siiraifar, Engineer, ond Architecl, No. IV. The Author n- 
gtils ihal the limita of ihls Itealise prevent him from fully illastraiiag 
ibii ingeoioua piece of mcchanisni. Those who are interested ia 
the subject will be highly gratified by inspecting a beautiful mode! 
of it at thR olGces of the patentee, in King ■ Arms Yard, London. 
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inches; dip or immersion, 15 inches. The speed of the 
** Ruby" is 13*5 miles per hour, being about a mile more 
than had been performed by any vessel previously con- 
structed. The pressure of the steam is only 3^ lbs. above 
that of the atmosphere. 

168. Remarks on the ^^Ruby'* Steam Packet. — The 
following remarks are gathered from the description of the 
engine of the ** Ruby," given in the vrork of Tredgold. It 
is a remarkable fact, that this boat has not varied her 
speed l-12th of a mile per hour ; she has neither increased 
nor lost her speed; this has been particularly attributed 
to the use of the patent slide valves on board of this vessel, 
vrhich after two years' working were found as perfect upon 
their faces as when first put together. A further proof of 
their superior working is evinced by the vacuum in the 
condensers of the engines having never varied l-4th of an 
inch, having remained constantly between 28^ and 28J. 
The safety valves are arranged on the plan of Boulton and 
Watt, a plan now generally adopted by the engineers of 
London ; the engine man can open them at pleasure for the 
escape of the steam, but he cannot load them beyond the 
weight determined by the manufacturer, viz. 3 J lbs. on the 
inch; and it is remarkable that, with this small pressure, 
the '* Ruby" has attained its great speed, while, in nume- 
rous instances, vessels working with high-pressure steam, 
and with the safety valves loaded at the pleasure of the 
engine men, have never been able to equal her speed. This 
clearly proves, what the late Mr. Watt demonstrated long 
ago, that the most efficient, safe, and economical mode of 
working steam engines for marine purposes, is at a pressure 
of 2^ to 3 J lbs, on the inch. In this and other respects, the 
**Ruby" is constructed on principles quite the reverse of 
those adopted by the Americans, who employ steam of very 
high pressure, vrith a very long stroke of the piston. The 
success of the **Ruby*' is partly attributed to a most ju- 
dicious arrangement in the form and construction of the 
vessel. From the method of planking which is adopted, 
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, S»ay beam. 
Cniu bead. 
Vita gtidgvon. 
, Side rods- 
/ork. head. 
Conoeetiiig-Tod. 
J, Cranks. 
Shafts. 
K K, Side frames. 
LLL, Condenser, hot well, 
and fi:)unda.tion plate, all 
ca&t in one piece. 
M, Air-purap, 
N, Feed-pump. 
O 0, Sleeper?. 
P, Crack pins. 



d 



a a, Sleam nolle and vslna, 
b b, Edactioa nozle asd 

f. Steam pipe, 
rf, ITirottle Tslre. ' 
e. Handle aod rod of tl 

/, Starting lever. 

g. Spin of stesm Talve. 
h, Spitl of eduction valve. 
i 1 1 I, Levers for working the 

*, Rod to connect levers. 

//, Parallel motion. 

m, Snlfting valves. 

n, Blow -through valve, 

0, Eccentric rod. 

p. Eccentric beam and ba- 



(1.) The general rnode of applying the sleam in the 
marine engine, including the action of the cylinder and its 
apparatus, the beam, the connecting-rod, and tbe crank, 
will be readily understood by referring to the figures, and 
tho explanation of them, g^ven in paragraph H5 — to which 
the attention of the reader is particularly directed, Tbe 
motion of the engine commences at the cylinder A. Tint 



BEFEBENCES TO THS FBONTISPIECE. 249 

piston-rod is supposed to be descending, and by means of 
the cross head C (corresponding toff, in fig. 77) and two 
side rods £ (corresponding tofe, in the same figure), it 
depresses the nearer ends of the beams B ; these work on 
the main gudgeon, or pivot, D, and firom their reciprocating 
motion are termed sway beams. The opposite ends of the 
beam ascend, and force a cross bar upward, to the middle of 
which is attached, by the^r^ headY, the connecting-rod O. 
The upper part of the connecting-rod is jointed with the 
crank H, by means of the crank pin P ; and by the action 
of the crank the paddle shaft, I, is turned round. 

(2.) By the reciprocating action of the farther ends of the 
beams, the cross head of the air-pump M, and of the hot 
water, or feed-pump, N, is also raised and depressed, being 
furnished with an apparatus of side rods similar to those 
above described. Between these parts and the cylinder, are 
placed the condenser and hot well L L. The air-pump 
draws off the air and water from the condenser to the hot 
well, whence it is conveyed by means of the feed-pump to 
the boiler. 

(3.) The motion of the piston-rod is regulated by a com- 
bination of rods / /, called the parallel motion; this has 
been already fully described (p. 52). The arrangement of 
the rods constituting the mechanism of this motion in the 
marine engine, differs in some respects from that adopted in 
stationary engines, but the principle is the same in both. 

(4.) The steam is conveyed from the boiler, by the steam 
pipe, c, on the left of the engine, to the space a a which 
contains the steam nozle and valves, and through these to 
the top and bottom of the cylinder; the spill of the steam 
valves is seen at g. The supply of steam is regulated by 
the throttle valve, d, which is furnished with a handle and 
rod, e e. On the right side of the cylinder is placed the 
eduction nozle and valve, h, which is furnished with a spiU, 
h; by this outlet the steam escapes from the cylinder to the 
condenser. The snifting valve, n, is on the left of the cylin- 
ders ; its office has been already described (p. 29). 
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(o.) The vilves are worked by the eceentric, p, by meam 
of the eccentric rod, o, connected with the series oflevtn, 
I i 1 1, and the rod, k, which connects the lerers togetber. 
The Harting lever,/, enables the engine man to open and 
close the valves by hand, previously to placing them in oon- 
oesioD with the eccentric ; by means of this hand g^ear, be 
is enabled to reverse the direction of the vessel. 

(S.) The engine and boiler stand upon sleepers O 0, 
which are generally made of African oak ; the shaft of the 
engines is supported by the side frames K K. The valve at 
ID is for the purpose of blowing through, a process which 
has been fully described (p. 203). 

169. Engines of the Steam Frigate "Gorgon." — A Tery 
simple and light form of engine has been fitted to iIijq 

"Gorgon," and some other steam vessels, in which the sway 
beams, side rods, and cross heads, arc dispensed Trith, the 
piston-rod being connected with the crank by the mere in- 
tervention of a short rod. The 
annexed figure eihibits the ma- 
chinery of this kind of engine. 

The rod a connects the upper 

part of the piston-rod with the 

crank pin, placed on the axle of 

the wheel ; the axle is situated 

directly over the centre of the 

cylinder. The parallel motion 

of the piston-rod is eS'ected by 

means of the fixed bars on each 

side ; the same machinery serves 

to work all the pumps. The 

"Gorgon" has two engines of 

this kind, of 320 horse power ; the diameter of the cylinder 

is G4 inches ; the length of the stroke is 5^ feet ; and the 

diameter of the wheel, 27 feet. The speed of this Tessel 

has been 11^ miles per hour, the number of strokes per 

mmute being 19§, and the consumption of fuel 7 lbs. of coal 

per horse power per hour. 




Fig. 87. 
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OF THE ARCHIMEDEAN SCREW PROPEIiLER. 



170. Mr, Smith* s Propeller. — The use of paddle wheels 
is attended with obvious disadvantages, viz. their projec- 
tion from the sides of the vessel, their action for the most 
part out of the water, the impediment they offer to sailing 
by their interrupted action and the swell which they occa- 
sion on rivers and still waters, and their extreme liability to 
be disabled in naval warfare. To obviate these inconveni- 
ences, another mode of propelling vessels, of which smooth- 
ness and uniformity of motion are the most striking 
features, has been to a certain extent adopted. The imme- 
diate mechanism of motion in 
this plan is a spiral surface, 
or blade of iron, forming one 
turn of a screw A, and placed 
at an angle of about 40 de- 
grees upon a cylindrical axis, 
which is fixed in a frame BB, 
inserted into the dead wood 
of the vessel. The axis passes 
through a stuffing box in the 
after part of the frame and 

stem of the vessel, and onwards to the engine, by which 
it is made to revolve. For every revolution of the crank 
shaft of the engine, the screw turns about 5 J times. The 
screws are moveable, and keyed on to the axis, so as to ad- 
mit of the substitution of others of different sizes according 
to circumstances. The diameters of the screws are 5 feet and 
7 feet, and their lengths 7 J and 8 feet. Since the establish- 
ment of the Ship Propeller Company, this apparatus, con- 
stituting Mr. Smith's propeller, has been fitted to several 
vessels. A war steamer, of 800 tons and 200 horse power, 
has been ordered to be constructed mt\vt\i^^^T«7( ^t^-^-^^- 




Fig. 88. 
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olwich; a large steam ship is building- at Bristol, of 
ins and tOOl) horse power, under the super! ntendencp 
F. Brunei; another larg^ vessel is to be built at Lon- 
jy, of 1000 tons, and 400 horse power, for the 
lol trade ; the Archimedea experimental steant vessel 
plying on the Thames j and a lar^ iron steam boat, 
of 100 feet long, is now building at Sonth Shields, 
Jowpen Colliery, filled up with the Archimedean 

I, ExperimenlM of thf. Screw Propeller . — 1. The " Ar- 
•edes" sleoin vessel is registered at 210 tons, and is of 
orsB power. In 1839, this vessel circumnavigated the 
(, and visited all the principal porta and harbours of 
It Britain, Bailing and propelling a distance of -2096 
ical miles ; the time occupied in the various experiments 
trials of the screw propeller being two hundred and 
f- seven hours and twenty -five minutes. '2. The 
iucess Eoyol" steam vessel is of 101 tons burden, and 
>rse power. This Tesael is intended for pleasure eicur- 
a.„uB from Brighton and the neighbouring towns and villages 
on the coast of the British Channel. The follnwingr report 
from the Brighton Guardian, dated June 16, 1841, accom- 
panied with a certificate from the Committee of Management, 
evinces their confidence in the success of the project. " On 
Wednesday last, this newly-built pleasure boat, propelled 
by the Archimedes screw, made her first pleasure trip to 
Arundel and back, the party about 60 in number being the 
invited guests of the proprietors. The vessel was very re- 
cently built on the Tyne under the direction of Messrs. Bass, 
W. Catt, jun., and Collins, the committee of the owners, 
from which port she arrived on the 8th inst., in the short 
space of 48J hours, the distance being upwards of 400 miles. 
She is of the following dimensions.- — length of keel 81 feet, 
breadth of beam ly^feet, depth of hold 10 feet, of immersion 
6^ feet, tonnage 101 tons register. There are two en^nes 
each of 23 horse power, the screw is 5 feet diameter, 6 feet 
pitch, and 34 strokes of the en^ne, making 170 evolutions. 
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is the regulated speed. The yelocity of the boat is about 8 
knots an hour (equal to about 9^ miles) ; but in our esti- 
mation its greatest recommendation as a boat for pleasuring 
is its uniform steady progress through the water. She glided 
through the sea and against the tide with scarcely any mo- 
tion; and we consequently enjoyed a freedom from those 
jerks and that spasmodic action, if we may so apply the 
term, experienced on board a steamer propelled by pad- 
dles, by which the much-dreaded sea-sickness is materially 
promoted and produced. The facility and readiness, too, 
with which the vessel answered the helm, the ease and 
quickness with which she backed as well as advanced, and 
the narrow circle in which she pirouetted off Littlehampton, 
while the pilot was waiting for the flow of the tide, stamped 
her character as a first-rate sailer ; while the promptitude 
with which she curved and twisted round the elbows of the 
circuitous stream up to Arundel bridge, with the most 
trifling action upon the closely adjacent banks, proclaimed 
the superiority of the screw over paddle wheels for canal na- 
vigation.*' The Committee of Management, in the name of 
the proprietors of the ** Princess Royal," expressed their 
entire satisfaction in the application of the patent to their 
vessel, and stated, that in every thing connected with the 
machinery and its arrangements, her speed, and the facility 
with which she is managed, she far exceeded their expecta- 
tions. 

172. Report of the Screw Propeller, — The following 
extract is taken from a Report made, in 1839, by Captain 
Edward Chappell, R. N., who was deputed by the govern- 
ment to examine into and report upon the merits of 
Mr. Smith's screw propeller. The extract relates to the 
increased power of steerage obtained by this contrivance. 
'* 1. The additional force which a screw in the dead-wood 
gives to the ordinary power of the helm, is one of the most 
extraordinary facts attending this invention. The instant 
the screw begins to revolve, it throws a column of water 
astern, which impinges upon the rudder, and actually alters 
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the direction of the vessel's head a point or two before she 
gets any way through the water ; as it is Uie atem, and not 
the head of the ship, wliich is most directly acti-d upon b; 
the rudder, it may he that a hole in the dead-wood allowing 
the water to rush through the orifice, facilitates the turning 
of the stem by diminishing its resistance. 2. In running 
backward with the screw reversed, the same powerful effect 
is produced, by the current of water being drawn from 
the rudder in an opposite direction. 3. Wliile steaming 
strught ahead in tolerably smooth water, the Etream thrown 
astern by the action of the screw acts similariy to a rudder 
chock, keeping the helm steadily amidships, and propelling 
the vessel so direct, that I have oilen sent the steersman 
away, and she has steered herself six or seven miles without 
deviating a quarter of a point ; and even in gales of wind, 
with a heavy sea on the bow, a spoke or two of the wheel 
either way is suffident to govern her. 4. Bat it is io 
turning round that the astonishing effect of the screw upwi 
the helm is most apparent. In the Frith of Forth this 
quality was tharouglily tested by Captain Boswall, H. N., 
and the other naval officers present. Putting the tiller hard 
over, the Archimedes was 2^ minutes performing the fint 
circle, and 2| minutes making the second circle ; although, 
as she loses her way by the rudder acting as a drag across 
her stero, it occupies longer time to make a second circle 
than the first, yet the space occupied h less in each succes- 
^ve circle, till the vessel revolves as it seems on a point, 
presentiag, as I conceive, a manceuvre entirely new in the 
science of navigation." To these advantages. Captain 
Boswall adds the following, as attending the adoption of 
the screw propeller: — 1. The necesaify of an improved form 
of construction, by a finer entrance to tlie vessel, propor- 
tionate breadth of beam, and draught of water. 2. Leas 
resistance to head winds and seas, and more valuable space 
withia-board at no increased expense of materials, or cost 
per ton for building. 3. Constant action of tlie screw so 
the vessel has way through the water, or on her 
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broadside, owing to the screw being unaffected by the trim, 
rolling, or pitching of the vessel, from its position in the 
after-body, or dead-wood. 4. Free use of the sails within 
six points of the wind on either tack, without ever causing 
the vessel to miss stays, or be in irons, in light baffling 
winds ; and with the capacity of entirely disconnecting the 
screw in ten minutes, and re-shipping it in double that 
time, or of varying the motion so as to adapt the power of 
the engine to circumstances of weather. 



PROPORTION OF POWER TO TO^SNAQE. 

173. Power and Speed of Steam Vessels. — So long as the 
distances performed by steam vessels were comparatively 
short, the object of engineers and manufacturers of vessels 
was to ensure the greatest possible speed, and the attain- 
ment of this object was considered an ample compensation 
for considerable expenditure of fuel. But when steam com- 
munication was projected between remote parts, as between 
England and America, situated at a distance of 3000 miles 
from each other, the speed of the vessel, and the consump- 
tion of fuel, were no longer the exclusive objects of atten- 
tion; for long voyages, the supply of coal presented diffi- 
culties, which could only be met by apportioning the power 
of the engines to the tonnage of the vessel, with the view of 
economizing fuel, though at a diminution of speed. The 
best proportion of power to tonnage in sea-going vessels has 
been a matter of much dispute; in the early steam boat 
engines, a small proportion of power was employed: the 
** Comet," of 25 tons burden, was furnished with engines of 
only three horse power, being at the rate of one horse power 
to eight tons burden. The great increase of power required 
to produce a certain increase of speed would appear to 
furnish a strong reason in favour of a low power and a small 
consumption of fuel; for it is found that the speed of a 
vessel, moving in still water, is as the square root of the 
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!r ; that, V SO hone power be required to propel ■ 
^ file miles per hoar, k mil require SO horse power to 
d the same tesmI ten miles *o bour; or, id other 
Is, a fonrfuld power to produce a twofulil speed, a nine- 
power to produce a thnefold speed, and to on. Bnt, 
is calcnlation, do oolice haa been taken of the refist- 
offered to a vessel hj winds, w^ies, and other opposing 
I which occur in sea voyages — a resistance of such 
:llt as to direct attention rather to the vessel's eapa- 
]/foT diilunce, than to its speed. In onler to determine 
I most economical ratio of the poner to the lonnage in 
aels destined for long- TOj^ges, many facts and eiperi- 
nts were brought together by Mr. Barlow; the results 
re, that in every instance, the consumption of Jttel woi 
wK*t, the itnaUer the poiter tn proportion to the tonnagt, 
^^ following table, taken from that given by Mr. Barlow 
he Appendix to Tredgold, represents the performance of 
Majesty's Admiralty Steamet^ to Corfu and Patras, and 
a distance of 5:i00 miles, made by eight different ves- 
■en, varying in tonnage and horse power. Tliese voyagea, 
having been made in every variety of weather, fnmish a 
very valuable means for coming lo a correct conclusion on 
the subject. The (irst three columns were taken from Par- 
liamentary Reports, the others were derived from calcula- 
tion. The fourth column represents the number of tons per 
horse power, obtained by dividing the measured tonnage 
(which includes the engine room) by the nominal horse 
power. The fifth column gives the actual consumption of 
coals during the voyage, calculated at the rate of 8Ibs. per 
horse power per hour, which is nearly the average for all 
engines. The last column is calculated by dividing the 
whole consumption by the tonnage, and represents the 
weight per ton consumed during the voyage, and conse- 
quently expresses the relative economy of each vessel. All 
the vessels, cited in the table, departed from Falmouth upon 
their respective voyages, during the three successive years 
1832, 1833, and 1834. 
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174. Remarks on the foregoing Table. — Of the vessels 
mentioDeii in the table, the Colambia and the Flamcr were 
furnished with Morgpan's wheels, llie others with the common 
radiating wheels ; the economy of fuel arising from the use 
of Ihe former wheel is hereby ineidenlally demonstrated. 
Mr. Barlow observes : — " 1. la examining the table, it will 
be eecQ that vessels with similar wheels, whose tonnage i;< 
large in proporlioii to the horse power, in every case con- 
sume less fuel per ton during the voyage : for instance, iu 
the ' Hermes,' which has the largest proportional tonnage, 
viz. 5''JI, the consumption per ton is 1544 lbs.; being iesn 
than half that of the 'Alban,' viz. 3T'2'2, the toonage of 
which is the least, viz. 2'94 per horse power. 2. In the 
vessels with Morgan's wheels, the largest proportiooal ton- 
nage is the ' Fiamer,' being 4-13 per horsepower; the con- 
sumption per ton is 1477. In the ' Colitntbia,' the tonnage 
per horse power ia S'SO, and the eongumption per ton 16M. 
3. The most direct comparison in the table is betvrecn the 
' Hermea' and the 'Messenger,' being vessels of equal 
tonnage and similar wheels, but with different power,- — the 
former being 1 40, and the latter 220 horse. The consump- 
tiun {,f the ' Hermes' is not more than 2-3rds that of the 
•Messenger.' We may, therefore, fairly conclude that the 
idea of a saving of fuel being effected by increasing (he 
power of a vessel, is erroneous. Under particular circum- 
stances it may happen that an additional power may effect a 
saving ; but, generally speaking, it may be assumed, that i 
great economy of fuel will be obtained by diminishing the 
power of the vessel as much as possible, provided there i? 
sufficient at command for the safety and management of the 
vessel, should circumstances require it." Alluding to the 
same table, with the view of showing the economy of fuel 
effected by the use of Morgan's wheel, Mr. Momay ob- 
serves: — " Of the ' Fiamer' and ' Hermes,' the latter ought 
to consume the smallest quantity of coal per ton during the 
voyage, for two reasons: 1st, because she has much less 
power in proportion to her tonnage than the former; acd 
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2dly, because, being a much larger vessel, even with the 
same ratio of power to tomiage, she ought to consume less 
fuel per ton by going faster ; the reverse is, however, the 
case, as shown by the numbers in column 6. As another 
example, we may compare the 'Columbia* (Morgan's 
wheels) with the * Messenger' (common wheels) ; here the 
difference ought to be more than in the foregoing example 
in favour of the common wheels, whereas it is still more in 
favour of Morgan's." — Appendix to Tredgold, 

175. Power and Tonnage for long Voyages. — The fol- 
lowing remarks are gathered from Mr. Barlow's excellent 
paper, already referred to. The larger the vessel, every 
thing being in proportion, the greater will be her capabilities 
both for speed and length of voyage. If, instead of in* 
creasing the power in proportion to the tonnage, it be 
only increased in proportion to the resistance^ or the same 
speed is given to the vessel, then the power required will be 
not much more than half as much again ; and, consequently, 
a voyage of more than one-and-half times greater length 
can be performed, while the spare room for cargo will be in 
the same ratio as the increase of the vessel, or as 1 to 2 ; 
and the vessel will have the same power to contend with 
adverse weather, as the smaller one with the larger propor- 
tion of power. These results have been fully confirmed by 
the performance of her Majesty's Mediterranean packets, 
and by experiments on the government steam vessels at 
Woolwich, in which the larger vessels generally give a 
greater speed, although the proportion of power is less 
than in the smaller ones; the consumption of coal per 
horse power is also less in the larger than in the smaller 
vessels. A practical advantage resulting from this principle 
is, that the diameter of the wheel increases in a greater 
proportion than the variation of immersion of the vessel, 
and is consequently proportionally less buried in the water 
when the vessel is laden, which is a cause of great loss of 
the power of the engine. '* There is another advantage in 
a large engine, from its increased momentum, which causes 
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it to 4ct as a fly nheel, and ia, I am satisfied, of more im- 
portance llian b g'enerallv suppo^d. Ocie often hears of 
tbe iDotioQ of the vessel acCiiig as a By <rheel to the engine; 
which U quite an erroneous idea, as the action of a flj 
wheel is that of a reservoir of power, receiving it at one time 
from the engine, and exerting it at another on the macbiner; 
to be put in motion. Now, as the paddle wheel is always 
exerting a force, although a variable one, on the water, it 
cannot possibly receive an; assistance froni the motioD of 
the boat, which therefore cannot aet as a fly wheel to it 
It certainly so far assists it, as by its velocity through the 
water lo allow the engine to make a greater nnmber of 
strokes, and iocreases the momentam produced by its 
weight; but this is all it does, and this eSect is greatly 
increased by ^ving more weight to the paddle wheels." 
The absolnte or definite proportions of power and tonnage 
must be subjected to various modifications in reference to 
particular vessels ; it may be stated, as a general rule, that 
the proportion of power to tonnage should not be greater 
than one horse power to two tons for short voyag^ee ; but, 
for the lon^r voyages, the proportion of power to tonnage 
should be about one horse power to from three lo fuur tons, 
measured tonoage. 

176. Of Iron Steam Boats. — The employment of iron, 
instead of wood, in the construction of steam vessels, has 
been found to be attended with many advantages ; iron 
vessels are lighter, safer, more economical, more capacious, 
and more healthy, than those made of wood. I . The weight 
of an iron vessel is less than one-half that of a wooden ves- 
sel ; it therefore combines the advantages of a less draught 
of water, and a greater speed with equal power. 2. The 
greater safety of an iron vessel arises, first, from its mode of 
construction, the vessel being divided into water-tight com- 
partments, and, secondly, from the nature of its material, 
which secures it from separation of its parts in storm; 
weather, and from fracture by collision with rocks; in the 
latter circumstance, the only injury likely to occur is tbftt of 
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indentation. 3. The economy gained by the use of iron is 
an obvious result of its safety : there is no necessity for 
constant repair. 4. The greater capaciousness of an iron 
vessel is a natural consequence of its reduced weight and 
less draught of water with equal tonnage : its capacity for 
passengers and cargo may be proportionally increased ; by 
making the iron vessel wider, a considerable amount of 
additional stowage room is obtained throughout its entire 
length. 5. The greater healthiness of an iron boat is occa- 
sioned by the nature of its material : in hot climates it is 
cooler than a wooden vessel, and it is perfectly free from 
vermin. The efifect of the iron on the compass, which at 
first presented a difficulty, has been successfully counter- 
acted under the management of Mr. Barlow ; the indications 
of the compass may be afforded in iron vessels with the 
same precision as in those constructed of wood. The use 
of iron steam boats, hitherto employed only on rivers, is, in 
fact, likely to be soon extended to the most distant voyages 
by sea. 



or STEAM NAVIGATION IN AMEBICA. 

177. Fulton* s early Steam Boats, — The peculiar geo- 
graphical features of America — ^her extensive line of coast, 
her numerous islands, her magnificent rivers, her inland 
seas— were eminently favourable to the enterprise of steam 
navigation. The early experiments of Fulton on the Hudson, 
have been briefly noticed at the commencement of this chap- 
ter. In his first steam boat, some alterations were intro- 
duced into the machinery of the engines : the cold water 
cistern of Watt's engine was abandoned, and, instead of 
this, an increased capacity was given to the condenser ; in 
Watt's engine, the condenser was half the diameter and half 
the height of the cylinder, and consequently one-eighth of 
its capacity ; in Fulton's engine, the condenser was of the 
same diameter and of half the height of the cylinder, and 
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was tbervJbre one-balf nf iu capacity; the iDJeclion mttf 
was supplied by a jiipe inserted into the bottom of the con- 
denser. There were two working beams to the cjUudcf; 
but the form of the beam varied from ihat comiooDly in nu, 
being constructed like the inverted letter J,, in order ttwt 
the motion might be communicated to the cnuil;, eithei 
from the horizontal part of the beam, aceordiag to the prac- 
tice now cotnraonl; adopted, or from the vertiea] put, 
after the manner of a belt-crank ; the Utter plan wat 
found the more convenient, and the eonnecting'>rod wn 
Bocordingly extended horizontally between the vertical arm 
of the beam and the crank. The axles of the cranks wot 
provided with sjmr wheels, and pinions, and the ytAoatj d 
the engine was regulated by a heavy fly wheel, placed M 
the axles of the pinions. The speed attained by early exr 
periments of Fulton's first steam boat was only four mila 
an hour ; this rate of speed was afterwards increased to ^ 
miles an hour ; and in vessels of a later constructioa, he VU 
enabled to attain a speed of nine miles an hour, with wtueh 
be appears to have been satisfied. The form of Fulton's 
boats was unfavourable to speed; they were flat -bottomed, 
with full round bows and 6t«ms, and therefore drove the 
water under the vessel, instead of cleaving it and pushing it 

178. Stevens' Steam Boats. — The application of steam 
to sea voyages was first successfully undertaken by the elder 
Stevens of Hobokcn ; his earhest steam boat was sent by 
sea to navigate the Delaware. The engine of Stevens 
differed less from the plan of Watt than that above de- 
scribed. He employed the enlarged condenser of Fulton, but 
retained the working beam as used by Watt. Considerable 
improvements were now introduced by Kobert L. Stevens, 
the sun of the elder person of that name ; a steam boat, 
constructed by him, performed the passage from Nevr York 
to Albany, a distance of 145 miles, in twelve hours, thus 
exceeding the greatest speed of Fulton's boats by two hours. 
Stevens contributed much to the improvement of the form 
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of the American steam boat ; he constructed his boats of 
greater length, abolished the round bows and stems, and 
gave them a fine entrance, so as to enable them to rise over 
the water, instead of driying it before them. The result of 
his improvement was presently seen in an increase of speed 
from nine to thirteen miles an hour. Another change of 
great importance consisted in the employment of a very 
long stroke, of a lengthened crank, and in the application 
of the expansive force of steam; the cylinder was length- 
ened, and the steam cut off at half the stroke. The practical 
advantage of employing steam expansively was first dis- 
covered in America by Adam Hall, director of the West 
Point Foundry, who proved that the power of a given 
engine might be doubled by loading the safety valve with 
57 lbs. per square inch, and cutting off the steam when one- 
eighth of the cylinder had been filled, and that a saving of 
two -fifths of the fuel was effected at the same time. Stevens 
at an early period adopted the method of dry condensation, 
which had been previously attempted by Watt and others, 
but he was obliged to abandon it, and return to the mode of 
condensation by injection. The first successful experiment 
of dry condensation was made by Mr. S. Hall, of this coun- 
try, as has been already explained. 

179. Speed of American Steam Vessels, — The unparal- 
leled speed recorded of the American steam vessels, has 
been the subject of astonishment, and even of doubt. The 
boats of Stevens realized a speed of thirteen miles an hour, 
while the speed of sea- going vessels in £urope is at the 
average of ten miles an hour. Dr. Renwick made, in the 
'* New Philadelphia,** one of the most remarkable passages 
ever performed. ** Leaving New York at five o*clock, p.m., 
with the first of the 4ood, he landed at Catskell, distant 111 
miles, at a quarter of an hour before midnight. As passen- 
gers were landed and taken in at seven intermediate points, 
the rate at which the passage was performed was not less 
than eighteen English miles per hour. Now as the current 
in no case exceeds four miles per hour, the absolute velocity 
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and the cabins are raised above the deck of the vessels ; 
this position admits of the use of more powerful engines, or, 
in lieu of these, of a much greater length of stroke and of 
crank: it was by means of the latter expedients that the speed 
of the ' ' New Philadelphia** was made to exceed that of vessels 
propelled by more powerful engines than her own. 3. A 
third source of speed in the American vessels is found in the 
employment of the expansive force of steam. The effect of 
this method is an increased velocity of the piston, which, 
instead of moving, as in our manufacturing engines, at the 
rate of about 250 feet per second, is enabled, by this mode 
of working the steam, to double that rate of speed. Dr. 
Renwick states that the velocity of the piston in the ** North 
America'* was carried up to 384 feet, in the ** Fulton" to 
450 feet, and in the «* Cornelius Vanderbitt" and **High. 
lander,*' to 600 feet, per second. In these cases, the length 
of the cylinder, and the diameter of the wheels, are often 
considerably increased; in one instance, the diameter of 
the water wheels has been increased to thirty feet, and the 
stroke of the piston to twelve feet. Additional velocity is 
obtained by the use of large valves and steam passages ; the 
flow of steam from the boiler is thus rendered more rapid, 
and the velocity of the piston proportionably increased. 4. 
The form of the paddle wheel employed in America contri- 
butes to the speed of the vessels. Dr. Renwick describes 
this form, by supposing a common paddle wheel to be cut 
into three parts, by planes perpendicular to its axis ; one of 
these is supposed to remain at rest, the second is moved 
through one- third, and the third part through two- thirds, of 
the space intervening between two contiguous paddles. This 
form of wheel was introduced by the younger Stevens, and 
is now universally adopted. 

180. Different Classes of American Steam Boats. — Mr. 
Stevenson observes, in his work on Engineering in America^ 
that, ''with the exception of the vessels navigating the 
lakes, and one or two of those which ply on the eastern 
coast, there is not a steamer in the country which has either 
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muts or sails, or is comm.inded by a professional eeaman.' 
There are three classes of boats used in America: — (h 
Eaaiem Water Boats, characterized by aniall draught ( 
water, great speed, aod the use of coodensing euglnea of 
large dimeDsions, having a great length of stroke ; the 
Western Water Boats, with greater draught, less speed, 
and high pressure engines of small size, worked by btcam of 
great elasticity; and the Lake Boats, of a stronger con- 
structioD, funuGhed with sails and rigging, and propelled bj 
powerful engines, like sea-goiog Teasels. 

(1.) The steam boat* of the Hudson exceed all others ia 
speed, and are unrivalled in river navigation. They varj 
from 180 to 240 feet in length, and from 20 to 30 feet in 
width. The table on the following page, taken from the 
paper of Dr. Renwick, gives the particulars of several steam 
vesseb belonging to tlie port of New York. The velocitj 
of the piston, and the high pressure of the ateam employe^ 
are remarkable in these vessels. All the vessels, givenin 
the table, are furnished with one engine only, except the 
Massachusetts and the Erie, which have two engines each. 
(20 The steam boats of the Mississippi are of a heavier 
structure than those of the Hudson ; they vary from 100 to 
700 Ions burden, and draw from six to eight feet of water. 
ITiese vessels are propelled by non-condensing- engines, 
worked by steam of very high pressure, varjTng from 100 » 
150 (!)lbs. on the square inch. Mr. Stevenson descrilMt 
the effect of this practice in the case of the " Ontario," 
the following emphatic words; "The steam had been got up 
to an enormous pressure, to enable her to get off, and 
the volume of steam discharged from the escapement pipe 
at every half stroke of the piston, made a sharp sound 
almost like the discharge of flre-arms, while every tlmba 
in the vessel seemed to tremble, and the whole structure 
actually groaned under the shocks." Mr. Stevenson c 
siders, that the explosions, so frequent in America, set 
sometimes caused by the use of steam of this UDususlly 
high tension ; and frequently by a deficient supply of wi 
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.-»is«>c ^ S?«>r w become red hot ; in this case, tha 
*«r ^n«o »?fCAi. eraporates more rapidly than it ean 
ftcxw Jr 3w siiftr »alTe. In the Mississippi steamen, die 
.t^\a« •liwi «a.^ 3 so constructed, that the projecting 
^r-xv^ ji c « <*rsL jbie of the ressel can be thrown out 
■ ,:iwr «c 7Mnr(p. *? srac the shaft may revolve without 
.'A-aj: «a^ ?»^?;;tr*?a of the wheels j by this means, 
- :2V *««m; * stvotwd. the engines continue to work, 
«^ »fc^ .-•tt;.ni>v'!M a 7a3zri2f vater into the boiler. 

-^ rSr ^H^-^ruttr ^robfrt of America are constructed 
u . -,- '^•i•« ^liiix jfrcvurs^ ro Eoropeans, insecaro: there 
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i vjiT ro tie great proportion which 
:x*.- .-Mva ?*«r^ :♦' a«r »«hith aud depth. Dr. Renwick 
•^fc->* /M ifc^r tfoira !* IS zintfh as eight times their 
>»*».' I vouu iAi :ihf im cc their prows and sterns 
*'■*. 1 • A'i-.t xni'-. :3i? TeccencT to hopy and break 
•>»- i*.>^^ > c^^^i imi jtK isscizce has already occnrred, 
^Ai> 'n •• 'r!?^*! r*t ^/ce :o pieces by mere stress of 
k«^ *. "^ «»«•> » ai> i:c%ft*'I irv exp«.%ed to being washed 
«. . ^ .. -. >ttri ?v -T^ wuT^.** Another practice, 
. ... <a>^-» .V -.■>*v'j> -: A=eHoa. L? characterized by 
> • ^ ■> ■ - ' -^ •■ "•:Vj.if. •* IVpartbg from 
• ' '-■- ^^•- •■"■ >>ir::::zc'i bv successful 
^ -1 • - rc-x^< y:i.-:.i iipcn the wheel 
»x . *..^ '«.».: > : :<:::u:cc. This being 

^^ ' ■'■■ .-■■-. .:•; i:^:-, : he rolling of the 

N.^ - - - - - .. .-••: r: r*: ..xrly :o be inju- 

^ ■ • ■ * >^ * '•:;-■*•-■- :y".^ in :he stowage 
v.-^ ^ . ' ^- ^ ■- V -^■l*^l;T^:•i ies? violent bv 

• ^- > *■ c-.^.c>.- ;v*ci::le vii>:anee from 

;.- i: V c^^:•l:c^: height which 
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^ '• ' I *c :>? :: 1 sizirle vertical 
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■ . \- ■ V ■ V" ■ " -»^ -=^ - -i^ ceok of the 

•>■. >. ^ *" <. ■ > icVr-ir-i r-rzi the influx 

V V,. ^ .^v.iv.N •% ' wT >jLrr:-:Lz-i ::. oa:;not be 

N-xi^-^ V ^,'N>.- i ■.,\-::r: ▼ivc'.** The lirst 
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Steam boat which crossed the Atlantic, was the ''Savannah,** 
a boat built and equipped at the port of New York. This 
Yessel proceeded, in 1819, from New York to Liverpool, 
without stopping at any intermediate port; she then went 
to St. Petersburgh, touching at Copenhagen; she then re- 
crossed the Atlantic. It appears that steam was employed 
only during part of the voyage. Each trip was made in 
twenty-five days. The enterprise, thus undertaken by 
America, was successfully completed by the exertions of our 
own countrymen. In 1838, the **Sirius" performed the pas- 
sage from Cork to New York in nineteen, and retymed in 
eighteen, days. The ** Great Western*' left Bristol a few 
days after the Sirius, and reached New York in fifteen days, 
where the Sirius had arrived only a few hours before ; she 
returned home in fourteen days. The average speed of this 
vessel was nine nautical miles per hour. 



RECAPITULATION. 

139. Who were the earliest projectors of steam naviga- 
tion? By whom was the invention first practically applied? 
— 140. In what respect does the mode of propulsion of a 
steam vessel agree with, and in what does it differ from, 
that of a land engine ? What kind of engine is commonly 
used in steam vessels ? What is the relative position of the 
beam and cylinders in land and marine engines, respectively ? 
What is the proportion of the cylinders in each kind of 
engine ? — 141. Explain the general construction of a marine 
boiler. What object is secured by this mode of construc- 
tion ? — 142. How is the thermometer employed as an indi- 
cator of the saltness of the water in boilers ? What was the 
result of Mr. Dinnen*s experiment on thb subject ? What 
is the principle of Dr. Lardner*s contrivance for indicating 
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are the advantages, and disadvantages, of this contrivance? 
— 164. Describe the general construction of Morgan*s pad- 
dle wheeL What are the comparatiTe merits of the paddle 
wheels already described? — 165. How is the power of an 
eng^e affected by deep immersion of the paddles? — 166. 
What is meant by a re^n^ paddle ? What are the advantages 
obtained by Mr. E[all*s patent reefing paddle wheel ? — 167. 
To what circumstances is the success of the '* Ruby** steam 
packet attributable ? — 168. Enumerate the several parts of 
the marine engine, with reference to the plate of the frontis- 
piece. — 169. Describe the construction of the engines of the 
** Grorgon." — 170. Explain the construction of the screw 
propeller. — 172. What are the advantages of this mode of 
propulsion? — 173. In what ratio does the speed of a vessel 
increase with increase of power? — 174. What are the results 
of the experiments detailed by Mr. Barlow ? What evidenoe 
do these experiments furnish of the relative economy of 
using Morgan's wheel and the common radiating wheel ? — 
175. What are the further advantages arising from the 
principle on which these experiments were founded? — 176. 
What are the advantages gained by the substitution of iron 
for wood, in the construction of steam vessels? — 177. In 
what respects did the engine of Fulton's first steam boat 
differ from that used in the present day? What rate of 
speed was attained by Fulton's boats ? What was the form 
of his boats ? — 178. What improvements were introduced by 
Stevens ? — What rate of speed was attained by his boats ? — 
179. On what circumstances does the great speed of the 
American steam vessels depend ? — 180. How are the Ameri- 
can steam boats classified ? What are the peculiarities of 
the steam boats of the Hudson, and of those of the Missis- 
sippi ? What are the defects of the sea-going vessels of 
America ? 




], ON TBB CAUSES AND PSBVBMTION OP BU»8 OR FALU ~ 
or BAKTH FROM THE SLOPES OF SXCATATIOEI8 OH 
RAILKOADS. 

181. Slip on Che Great WisCtm Railwai/. — The recent 
caJainituus accidents which have occurred on the Great 
Westorn and the Croydon Railways, owing to falls of earth 
from the elopes of the cuttings, have excited considerable 
interest on the suhject, Tbe shock felt by the public, on 
the former of these occasioog, was testified by the circum- 
at&nce, that the passenger traffic on the Great Western line 
for the week following the catastrophe, was upwards of 
£2000 less than that for the week immediately preceding it. 
On the S4th of December last, a train, cunsisling of 17 
gooda waggons, a station truck, and two passenger trucks 
containing about 3B persons, on reaching the middle of the 
Sonning-hill cutting, about two miles and a half from 
Heading, came in contact with a mass of earth which bad 
fallen from the slope on the side, and covered oue of tbe 
rails to the depth of about four feet. The engine ran off tbe 
rfdls, dragging the tender wilh it; the pnasenger trucks 
were thrown athwart the line ; the passengers were dashed 
out by the concussion, eight were killed upon the spot, and 
Beventeen more or less aeverely wounded. The soil where 
the slip occurred, and immediately opposite, where there 
has been another slip, is clai/; but, except at tliese points, 
the surface of the slope was coyered with grass sward. The 
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euttiiig is within one or two feet of 60 feet perpendicular 
altitude, and the slope is two hase to one perpendicular, or, 
as it is technically called, two to one. The length of the 
slip was about 90 feet, but the quantity of earth which fell 
was comparatively smalL Upon the top of the slope was a 
spoil bank, from 150 to perhaps 250 feet wide, and averag- 
ing 12 or 14 feet deep. Mr. Herapath states, that the slope 
is flatter than that of other cuttings which he has known to 
stand well, though apparently of as bad or worse material. 

182. Slip on the Croydon Railway, — On the 7th of 
January last, an extensive fall of earth took place between 
New Cross station and Finch's Bridge, on the Croydon 
Railway, by means of which the surface of the east line was 
covered for about fifty yards, to the depth of nine feet. 
*' "nw soil composing the slip is of the most treacherous and 
heterogeneous description. The foundation of the cutting 
is of blue day, lying upon a stratum of gravel, shells, 
sand, &c., and the earth composing the slip is of a yellow 
sort of clay of a most soaping nature. The soil which has 
fallen contains patches of blue clay, sand, ochre, sulphate of 
lime, septaria or cement stone, and other materials of a 
highly pervious description, so that when the earth becomes 
saturated with water, it appears to be almost in a state of 
fermentation from the different masses being disintegrated 
and moving one over another. This slip is no doubt caused 
by the pressure on the slope, which, towards the north part 
of the cutting, has also forced up the bed of the cutting, 
together with the rails. A ditch or drain was observed on 
the top of the cutting, parallel to it, which, it is to be feared, 
has helped to cause this slip, if, indeed, it has not been the 
primary cause of it." — Railway Magazine, Januarys, 1842. 
183, Effects of Water on Clay Cuttings,—'' It is of no 
use," observes a writer on this subject, ** to look for a 
remedy in any new arrangements of the rails, or in the 
adaptation of the engine. Do what you will, in these 
respects, a momentum, produced by a weight of 12 or 14 
tons, running with a velocity of 20, or even 15 miles an 

T 
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hour, suddenly checked, nould bid defiance to it. The sureal 
and the best remedy is to prevent obslmcli</ns." Hence, the 
question becomes one at gtvhffkalim^ortaixce, and iavohcs 
an acqnaint^Dce with the properties of clays, satids, ani! 
limestones, the varieties of which constitute the great jam 
at strata composing the crust of the earth. Tbe following 
remarks are condensed Irom a. paper recently published in 
the " Surveyor, Engineer, and Arcliitect," wi^ pafticnlai 
reference to the railway accidents above described. The- 
writer obaervea that ria^ is a material which jiresetitB to the 
engineer more uncertainty and difficulty, and therefore re- 
quires more of his judgment and experience, than alt 
other kinds of cuttings togetberj that almost all geological 
formations comprise strata of clay, -whieh the engineer may 
have occasion to penetrate in carrying on the worke of rail- 
ways ; and that no dependence whatever is to be plaocd 
«ther upon the apparently firm or really tenacious eharaetei 
«f the clays, which enables them for a short tine to stand 
quite perpendicular, but which is soon found to have been 
(0 completely deceptive, that slip follows slip in lapid sue* 
cession, till tbe whole face of the cutting is broken up. 
The clay cuttings are subject to two kinds of destmctioii — 
the effect of water on the face of the slope, and the effect of 
water penetrating from behind. On these two causes of 
fiklls of earth from the slopes of cuttingSr this writer ob' 

( 1 .) " When their section is lefi exposed en the face of 
the slope, they readily imbibe all the moisture which fidl> 
upon them in the form of rain and snow, and the process of 
destruction thereupon immediately commences soinathingin 
the following manner. The rains wash out of th« crevloe* 
and hollows of the stratification numerous particles, which 
the water will either dissolve or hold in suEpension, and 
then the natural hollows and porosity are somewhat in- 
creased. Dry weather or winds probably succeed the tains, 
and many loosened particles are converted into dust aod 
borne away. Slight diminutive falls now take place M tlw 
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slope, but these are at first so small as to be scarcely per- 
ceptible ; they are, in fact, the roofs of the minute caverns 
which have been already formed; by the succession of 
atmospheric changes these caverns are greatly enlarged, and 
the whole action is much extended, until at length a con- 
siderable part of the slope is undermined, and a serious fall 
takes place, simply because the support of a heavy mass has 
at last been entirely carried away. All this, we are to 
observe, has been effected without water from behind ; and 
as this mode of action, where it either exists or is appre- 
hendedy should give rise to an entirely different treatment 
by the engineer in dressing the slopes, it is important to 
distinguish between the two kinds of destruction. 

(2,) " WJiere water penetrates from behind, it soaks into 
the surface through some porous or permeable stratum 
which admits of its percolation, and although solid clay, 
even 'without puddling, is a tolerably water-tight material, 
yet most of these shales are so loosely laminated, or contain 
so much sand in the partings or seams of the laminae, that 
water will find its way between them without much inter- 
ruption. When the water has once arrived at the slope, the 
supply of moisture from behind being tolerably constant, its 
mockts operandi is not difficult to trace. Minute particles, 
as before, are at first washed out. Warm weather dries the 
^des of the pores into dust ; winds, rain, and hail storms 
carry out the dust, and even larger particles ; larger hollows 
ia time are formed, the tendency of every natural pheno- 
menon being to increase and not to retard the destroying 
process, till at last serious falls begin to take place, and then 
people beg^ to exclaim, for the first time perhaps, that the 
elope was not sufficiently flat." The writer of these ob- 
fierrations ridicules the outcry which is generally made by 
tiM pnUic against the steepness of the cuttings ; he repeats 
that a slope of two to one is amply sufficient, and points 
0«ti}ie case of Highgate Hill, where the slopes at this very 
lam^ are six or seven to one^ and where they are even now 
slippiiig' 
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to/Frotloa CwHin*;*.— The injurious efiL.- 
. Kings i^ freqaentl; masked by the dry appeu- i 
A^azea surface of the slope; this circumstanw 
a»e deceived the inspectors of the slopes of the 
I cutting ; theg thofught the act wag dried ottt 
K/roU : bul the mischief was at that very time at 
leath the surface, and, as soon as Ihe frost hrofce 
eren relaxed in its severity, the slip immediately 
!e. "The Sonning cutting' consists of nearly 
_1 strata of sand and clay alteraatingp with each 
, and through the permeable beds percolates a certain 
tity of water, which is received into them somewhere 
lie surface of the ground, at a greater or less distance 
1 the top of the slope, and of course ia a greater quantity 
a usual after heavy rains. When this water reaches the 
>e, if nothing prevents its escape, the conseqaenees take 
■£ which we have described above; but if any thing ob- 
jcts the trickling out of the water, the particles acted on 
the water, aud carried bj it either in solution or in 
.jDchanieal suspension, ure aecuinulated beneath the frozen 
Ikcc of tlie slope, where the closeness and solidity of the 
stuff are increased by the infusion of Ihe particles trans- 
ported by the water. This pressure continues until either 
the frost gives way, or until the pressure itself Incomes 
sufficient to break through the frozen surface, when a hol- 
low is iramediitely formed, and a portion of the previously 
incumbent earth, being left without support, immediately 
falls. Whether the slip thus occasioned be considerable or 
not, depends upon the extent of the hollow suddenly formed 
by the breaking out of the interior stuff; but in either case, 
we hold it to he an error that slips so occasioned take place 
without warning. We consider the strata themselves, by 
their very disposition and structure, afford a warning; the 
frost accumulates the evidences of danger, and, in most cases, 
previous swelling on the surface of the slope clearly points 
out the coming danger in a voice of warning which cannot 
be mistaken." Tho writer of these remarks does not attach 



TBEATlfENT OP THE STJBFACE OF SLOPES. 277 

much importance to the expansive effect of frozen water in 
producing slips of cuttings. He observes, that where na- 
tural fissures or considerable natural cavities exist, the 
-water which fills them may, by being frozen, burst the 
surrounding materials; but that, in the case of ordinary 
cuttings, the severest frost does not penetrate more than 
eight or ten inches into the ground, so that the water below 
this level is beyond its influence, and not subject to the 
expansion which would be occasioned by its congelation. 
It may be also remarked, that slips seldom take place 
during the frost, as would be the case if they were produced 
by the freezing of water, but immediately after the frost, as 
might naturally be expected from the cause above explained. 
185. Treatment of the Surface of Slopes, — There are two 
ways of treating the finished surfaces of slopes, according as 
the cuttings are originally wet, or free from moisture. 
These are, first j to cover the surfaces of deep cuttings with 
a soil of vegetable mould, which is usually sown with rye 
grass and clover seeds, in order to protect the surface of the 
slope from external influences; or, secondly^ to face theili 
with gpreensward turfs. On this point, the above writer 
observes: — ** Where the strata intersected by the cutting 
are found perfectly dry, and where there is no reason to 
apprehend the penetration of water from behind at any 
future time, we are strong advocates for the practice of 
protecting the slopes either by soiling or turfing, because 
this expedient will prevent the only injury to be appre- 
hended in such a case, namely, that which might arise from 
external causes acting on the face of the slope. But, on the 
other hand, when the strata contain water, or even when it 
b at all likely, from the alteration of watercourses, or from 
any changes which may take place on the surface of the 
a^acent lands, that during heavy rains, or at any other time, 
water may penetrate from behind, and reach the surface 
of the slopC) then, in all such cases, a more dangerous 
or injudicious expedient than turfing cannot possibly be 
adopted, and the following is our reason for thinking so. 
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jl D what has before been Eaid on tbe action of 

[ ■ating behind the slope, and carrying out minute 

t a. the Srst part of the destructive jirocesa, it is 

that this must for a time be impeded where the 

if the slope is covered with turf. Tbun an effect 

IB to that of frost is prodaeed by any artificial 

- of the slope ; an accumulation takes place behind 

■■ering, and exerts a pressure which in time bursts 

' throug'h it. and then down comes a considerable 

rfence this very important objection to artificially 

ring the slopes, that the incipient action of water from 

nd is concealed from observation, and is probably only 

rved just before the slip is abont to take place. It is 

, that a heaving of the surface where it is turfed is 

i^y produced before the confined stuff breads oat, and 

s, if closely observed, ought ta afford Hufficienl indication 

,he coining danger; but this appearance, as id those cases 

ere the ground ia disturbed during frost, may frequently, 

.1 no doubt is frequently, overlooked, and disastrous con- 

gequenees ensue from the negligence, 

186. Illustration of the above Principles. — "The NBw 
Cross cutting on the Croydon Railway had its slopes on 
both sides turfed, and presented, when finished, 3 very 
handsome appearance: at this time, also, there was no 
appearance of water, the cutting, when finished, being re- 
markably dry. It happened, however, that more than 
twelve months after the completion of the cutting, a, bed of 
sand, which had hitherto been dry, was penetrated by water, 
which shortly converted it into a running or quicksand, and 
eventually brought down lately some very extensive slips. 
It can scarcely be said that any error of judgment was dis- 
played in covering the slopes of this cutting, for probably 
there never was a work which reflected more credit on the 
engineer than this cutting, and probably every engineer of 
the day would have considered the slopes safe, and, calcu- 
lating on their remaining dry, would have followed Mr. 
Gihbs' example of covering them ; yet, having added some- 
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whact te our stock of experience, let us here derive a lesson 
'vrliich may prove useful in future, and determine to investi- 
gate well the possibility of the slopes ever being subjected 
to the power of water from behind, before we adopt the 
practice of soiling or turfing them. Had the slopes of the 
New Cross cutting not been turfed, it is probable that the 
interior disarrangement would have been observed on the 
surface of the slope, and proper precautions taken to prevent 
-the sUp, or at any rate to prevent mischief happening from 
its fall. In all eases where existing slopes are artificially 
covered, and partictdarly where the surface is much con- 
cealed by vegetable growth, we would recommend the most 
Watchful attention, in order that the slightest heaving or 
«weUing of the slope may be observed and acted upon. The 
practice of soiling the slopes with a few inches of vegetable 
mould, does not appear so objectionable as that of turfing, 
because a very slight pressure will break through the loose 
«oil or mould, and the danger will be at once perceived.'' 

187. Prevention of Slips by means of Puddle-dams. — It 
has been usuad to secure the slope by driving piles, or 
picketing it with faggots, and then, after it has been left 
<open for some time to drain, it is usually cut back at a 
^tter inclination than at first. This proceeding is charac- 
terized by the writer as quite inefficient as a permanent 
remedy, and the following class of expedients is suggested 
by him for the prevention of slips in cuttings, where they 
•have not hitherto occurred. The first point is to ascertain the 
constituent qualities of the separate strata intersected by the 
cutting, with reference to their admission of, or resistance 
to, the penetration of water ; and this will depend on their 
more or less arenaceous character. Wherever beds of sand 
or gravel occur, however thin they may be, danger from 
undermining is always to be apprehended. The dip of these 
beds across the railway should therefore be ascertained; this 
may usually be done, when the stratification is regular, by 
identifying them with the corresponding beds on the other 
«ide of the catting, and some clue will thus be afforded as to 



PEEVEMTION OF SLIPS. 



•.e aboTt. I 
len Twy 

.c in thD • 



280 

the line at which these beiia crop out on the snrface a 
It is true that (lie indicalioo thus afibrded is often t 
deceptive, because a change may have taken pJac 
ioclinalioa of the atrata, which cuanot be obaerved, and thus 
nil Bttempta to discover the precise outcrop may become 
utterly fruilleas. Supposing:, however, the dip to be uni- 
form, and the outcrop discovered, it is at this tery point 
where the principal danger will arise; and the great ot^ecl, 
therefore, is to prevent the penetration of water at thi? 
point. For this purpose two expedients present themselves, 
viz. the construction of a puddle dam either at the out- 
crop of the stratum, or at the point where the stratum 
appears on the slope. The former locality is to be preferred, 
whenever it is practicable to find the outcrop, for by this 
means the water is prevented from sinking at all into the 
stratum. The puddle employed on these occasions consists 
of clay, mixed with a proportion of sand; these, being well 
worked together, form an effectual dam to the water, which 
will flow over the surface to some more permeable stratum. 
The size of the puddle dam will depend upon the length 
and dip of the bed of sand ; for cutting olF the water from a 
bed of two feet in thickness, a dam of about 3 jards ■ 1^ 
yard, or 3 cube yards of puddle per yard lineal, will com- 
monly be sufBcient. The puddle should be extended longi- 
tudinally as far as the dangerous stratum makes its appear- 
ance on the slope ; and where it is at once effected as a part 
of the original work, its cost will be quite inconsiderable. 
bang not more than three shillings per lineal yard. In 
cases in which the precise line of outcrop cannot be ascer- 
tained, it is recommended to trench and puddle a certain 
extent of surface, perhaps a zone of 50 yards or more ; the 
cost of this, being a mere surface work, need not be more 
than a foot in depth, and will not exceed, in point of ex- 
pense, about fourpeuce per square yard. 

188, Prevention of Slips by pTOtection of the Slopes. — 
In many clay cuttings, the permeable strata cannot be traced 
to the surface, or outcrop, as when the strata of sand and 
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tday are so intennixed as to have no regular dip. In these 
cases, the treatment must be applied to the slope itself; and 
^ it consists in a protecting work of rough unhewn stones, 
about six feet in thickness, the stones to be pitched at right 
angles to the face of the slope. Almost any description of 
stone will answer for this purpose ; and, if rough blocks of 
sandstone or limestone, such as are used for building, can- 
not be procured, blocks of hard chalk may be placed in the 
work. It is evident that such a protection will cost very 
little in any district where stone is abundant. Even in the 
neighbourhood of London, where it would be cheapest to 
construct it of chalk, the cost of a protecting work of this 
kind would not exceed 40s. per lineal yard. It should be 
understood that, in placing these stones, no mortar is to 
be used, and any vacuities which may exist where they are 
placed together, will not deteriorate from the efficiency of the 
work, because the puddle which is to be carried up behind 
the wall, will efiPectually prevent any water from reaching 
it.** The paper, from which these extracts are made, con- 
cludes with a sketch of a design for preventing future slips 
at New Cross Hill. The writer maintains that all future 
slipping may and can be prevented, if proper means be 
taken to protect the slopes. 



II. OF EXPLOSION OF STEAM BOILERS. 

189. Explosion of Steam Boilers, — In 1839, an essay was 
read by Mr. Hugo Reid, before the Philosophical Society of 
Glasgow, on the causes and means of preventing the explo- 
sion of steam boilers. These casualties, it appears, had 
become more frequent. From 1817 to 1836 inclusive, a 
period of twenty years, there were 14 explosions of steam 
vessel boilers, occasioning the loss of thirty- three lives; and 
during the period of the following two years, and a part of 
the third, no fewer than 10 explosions had occurred, by 
which forty-five lives were lost. During the year 1838, 
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essela were ilestroycd, probably Irom defeetiTe ma- 
■r <\ad one hundred and fourteen lives sacrificed. Mr. 
ting in the year 1839, states, that the explosions 
I commencement of 1837, have been ^oe limes that 
erage of a similar period in the preceding twenty 
«hereas t!io number of steam ve^iscls eince 1837, is 
three timet that of the average of three years, from 
^ 1836 inehlsiTe. The three years 1837-9, being not 
impletc, renders the increase in explosions still lai^ec 
^portion. This proportion — of explosions to the num- 
of steam Tcsaels — may be said to have been, since 1837, 
rly double what it was previously. Those accounts are 
.liling, — and llie more so, when we are informed, that a 
w aimple contrivances would render exjdosions impossible, 
.jd that it is disgraceful that such an occurrence as the 
"•losion of a steam boiler should ever take place. Explo- 
I ■ of steam boilers are distinguished byMr. Reid into two 
iuids — " erjiloaion outwards, or erplosion properly so 
ealted, when, from the elastic force of gaseous matter within 
tho boiler being greater than it can support, it is burst, and 
its sides forped outwards; and collapse, when the sides of 
the boiler are forced inwards by the atmospheric pressure, 
from want of support, arising from diminution of the resist- 
ance within. When the flues pass through the boiler, 
explosion of tho latter is at the same time collapse of the 
flue, which must be distinguished from the true collapse 
fh^t mentioned. It is a collapse as regards the flue, an 
ctplosion as regards the boiler." E\)ilosion, properly so 
termed, may arise from inefBciency of the safety valve, or 
from weakness of the boiler. 

190. Explosion from Inefficiency of the Safety Valve.— 
I. The aafety valve Is sometimes overloaded by the engine- 
man, or kept closed by pressure on the lever connected with 
it. There is a temptation to resort to this practice in cases 
of competition among steam vessels plying on the same line, 
or when a. railway engine has to ascend an inclined plane, or 
when it is desired to accumulate steam of high pressure for 
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the purpose of a good start. Mr. David Napier stated, in 
his evidence before the jury at the inquest on the explosion 
of the Victoria, that ''the engineer ought to have removed 
the extra vreight on the lever at Blackv^all, going and com- 
ing, and the accident could not have happened.*' Every 
boiler should be provided with two sufficient safety valves, 
one of which should be inaccessible to the engine-man, and 
the other accessible both to him and to the persons on board 
the packet. In cases in which there is only one safety 
yalve, the weights should be so adapted as to be capable of 
being removed all at once by means of a lever, and not 
singly, as is the case in some of the smaller boats. Mr. Eeid 
properly observes, that ''no one can foresee those sudden 
emergencies at which the action of the safety valve is essen- 
tial to giye vent to an accumulation of steam ; and that it 
cannot be looked upon as security at all, unless it be always 
in such a state as to rise instantaneously whenever the 
steam tends to acquire undue force." 2. The aperture of 
the valve may be of insufficient size. On this subject, 
Messrs. Maudsley and Field observe: — "The safety valves 
should be large enough to admit of the escape of the whole 
of the steam, when the engine is suddenly stopped, without 
its rising more than half a pound on the indi beyond the 
usual pressure. Two valves, having an area of one square 
inch for every horse power, are sufficient for this purpose. 
Those valves should be so constructed that no increase of 
weight can possibly be put on, even by the engineer ; and 
there should be provided an apparatus by which they may be 
conveniently lifted from the engine-room, when it is requi- 
site to ease off the steam." — Report of Messrs, Parkes and 
Pringle, 

191. Explosion from Weakness of the Boiler. — In the 
"Report" above alluded to, the following statement was 
made by the Messrs. Seaward: — " Of the various causes 
which have been suggested by different persons to account 
for the explosions of steam boat boilers, such as the sticking 
of the safety valves, the igniting of explosive gases, the loss 
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of feed and heating of the metal plates, the audden imtois- 
Bion of a large qtiantit; of feed and coDBequent g^Deradug 
of an uougual volume of Bteatn, and other pretended csusei 
of similar character, not one, in our opinion, is deserving 
the sniallegt atteation ; they should be all seoutcd as merelj 
calculated to mislead the inqiurer from the only true catue 
of these accidents, which is simply, that the material* of At 
boiler are not sufficieatty strong to withatmid thejbrceof 
the steam. It is, however, true, that a boiler may lose iti 
water so far as to allow some of the internal parts to become 
red hot, and thereby assist in producing a collapse whes 
high-pressure steam, or steam of a dangerous pressure, i« 
used; but the circumstance of some internal part of a biuler 
becoming red hot, ought not to be considered as the tme 
immediate cause of the accident, because the losing of feed 
in a boiler, and the coosequeut heating of a flue red hot, ii 
a mishap of very frequent occurrence in low-presBure boilers; 
but no acddeut has ever occurred on such occasions, caleu' 
lated to occasion loss of life or personal injnry. The fact is, 
that the parts of a boiler liable to become red hot, should 
even in that state be sufficiently strong to resist tbe force (S 
the steam, so that no dangerous collapse shall take placet 
aaA all good low-pressure boilers are so made." The 
Messrs. Seaward state their belief, that of the many acd- 
dents Dccurring in steam vessels through imperfection of the 
boilers, it will invariably he found, that they have happened 
in vessels in which steam of high pressure has been used, 
and in no instance with steam of low pressure, that is, of S 
pressure not exceeding 5!bs. on the square inch. Tht^ 
^irther state, that of the numerous accidents occurring to 
steam boat boilers from the use of high-pressure steam, or 
steam of dangerous pressure, it will he found, that a large 
proportion, probably half, have occurred through the col- 
lapsing of large internal cylindrical chambers or flues 
employed in such boilers; the remaining accideuts being 
occasioned through the bursting or rending of the extern^ 
casings of boilers. 
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III. ELECTRO-MAGNETIC RAILWAY TRAIN CONTROLLER. 

192. This apparatus is the invention of Messrs. Wright 
and Bain, the latter of whom is already well known as the 
inventor of the electro-magnetic printing telegraph, the 
electrical clock, &c. From the models and diagrams exhi- 
bited at the Polytechnic Institution, it appears that the 
invention consists in the conveyance of the electric fluid 
from a battery to be placed in the locomotive engine by 
which the train is drawn, to a pilot locomotive engine by 
which the former is to be preceded on the railway at the 
distance of about a mile and a half. If, therefore, any 
obstacle occur on the railroad, by which the pilot locomotive 
is stopped or disturbed in its course, the communication 
through the electric fluid will be broken, and ocular notice 
by means of an index attached to the locomotive engine of 
the train will be immediately given to the engine driver to 
put on the breaks and stop the train. Should no attention 
be paid to the index, the apparatus on the locomotive of the 
train in connexion with the wires extending to the pilot, 
will cause a gong to be struck, and thus convey further 
warning ; and, should this be neglected, the apparatus will 
cut ofiP the steam of the locomotive of the train, apply the 
breaks, and thus, without the interference of the engine 
driver, prevent the train from proceeding. The electric 
fluid is conveyed from one locomotive to the other by means 
of wires laid between the rails of the railroad, which wires 
are constantly in contact with the locomotive engines by 
means of feelers, which descend from the locomotive engines 
and pass along the surface of the wires. According to the 
miniature exhibition of the models of the machines, the 
invention is conclusive as to safety and efiicacy; but 
whether it would be equally successful in actual operation, 
it is impossible at present to say. The wires are not 
affected, as conductors of the electric fluid, by wet or damp. 
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proportioned to the pressure which it gives out, the velocity 
of the piston being in that ratio." Again : — **In a, practical 
point of view, it may be shown, that the rotary steam engine 
is greatly inferior to the common reciprocating crank engine 
in simplicity of parts, easy construction, precision and uni^ 
formity of work, and durability and economy in use ; and 
that it does not possess any c^ the peculiar applicability that 
has been attributed to it, to the great purposes of inland 
navigation and railway transport.'* 

195. Classification of Rotary Engines, — Mr^ Russell dis- 
tinguishes rotary engines into four classes: — 

1. Rotary Engines of Simple Emission. 

2. Rotary Engines of Medial Effect. 

3. Rotary Engines of Hydrostatical Reaction. 

4. Rotary Engines of the Revolving Piston. 

k The^r*^ class of rotary engines may be illustrated by 
the machines of Hero and Branca (pp. 20, 21). On these, 
Mr. Russell observes^ that ** there is no possibility of obtain- 
ing, by simple emission, in the most favourable circum- 
stances imaginable^ more than one-half of the whole power 
of the steam, so as to make it available to useful mechanical 
efiect. The other half is wasted in giving off its impulsion 
to the air, or is expended in a current equally unavailing^ 
2* The second class of rotary engines of medial effect are 
those which do not immediately give revolution to an axis, 
by the action of steam upon a wheel, but have a medium of 
communication between the power and the effect, which 
medium is the direct agent in circular motion. This class 
of engines will be well understood, by taking as its type any 
simple steam machine, such as Savery's or Newcomen's, 
used for raising water ; which water, by falling on the floats 
of a common mill wheel, will then give rotary motion to it. 
In this class of engines, the loss of effect is manifest; for it 
is necessary that the steam, in order to produce the circular 
motion, shall give out its force in setting the medium in 
motion, and in overcoming the very great resistance of the 
liquid in all the pipes and passages and valves, through 
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Piston-rod, 104. 
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Potter, Humphrey, 30. 
Power and tonnage, 255, 259. 
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